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The University of Santa Clara in California built a 6,000’Seat, air-supported fieldhouse using a new space-age 
construction fabric made of specially-woven ultrafine fiberglass coated with fluorocarbon polymer. This new 
construction material is an outgrowth of a thin, light, flexible, durable, and noncombustible material developed 
for space suits. It has already been incorporated into several major structures and promises to become a widely- 
used cost-saving material. 
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The National Aeronautics and Space Act of 1 958, which established NASA 
and the United States civilian space program, requires that “The Administra- 
tion shall provide for the widest practicable and appropriate dissemination of 
information concerning its activities and the results thereof." 

To help carry out this objective the NASA Technology Utilization (TU) 
Program was established in 1 962. It offers a variety of valuable services to 
facilitate the transfer of aerospace technology to nonaerospace applications, 
thus assuring American taxpayers maximum return on their investment in 
space research; thousands of spinoffs of NASA research have already 
occurred in virtually every area of our economy. 

The TU Program has worked for engineers, scientists, technicians, and 
businessmen. And it can work for you. 

Tech Briefs is published quarterly and is free to any U.S. citizen or organi- 
zation. It is both a current-awareness medium and a problem-solving tool. 
Potential products . . . industrial processes . . . basic and applied research . . . 
shop and lab techniques . . . computer software . . . new sources of technical 
data . . . concepts . . . you will find them all in NASA Tech Briefs. The first section 
highlights a few of the potential new products contained in Tech Briefs. The 
remainder of the volume is organized by technical category to help you quickly 
review new developments in your areas of interest. Finally, a subject index 
makes each issue a convenient permanent reference file. 

Although many articles are complete in themselves, others are backed up by 
Technical Support Packages (TSP’s). TSP’s are available without charge and 
may be ordered by simply completing the enclosed TSP Request Card. Further 
information on some innovations is available for a nominal fee from other 
sources, as indicated at the ends of the articles. In addition. Technology 
Utilization Officers at NASA Field Centers will assist you directly when 
necessary. (See page A4.) 

Many of the inventions described are under consideration for patents or have 
been patented by NASA. Unless NASA has decided not to apply for a patent, 
the patent status is described at the end of each article. For further information 
about the Patent Program see page A8. 

To assist engineers, industrial researchers, business executives, city 
officials, and other potential users in applying space technology to their 
problems, NASA sponsors six Industrial Applications Centers. Their services 
are described on page A6. In addition, an extensive library of computer 
programs is available through COSMIC, the Technology Utilization Program’s 
outlet for NASA-developed software. (See page A5.) 

To help solve public-sector problems in such areas as safety, health, 
transportation, and environmental protection, NASATU Applications Teams, 
staffed by professionals from a variety of disciplines, work with Federal 
agencies, local governments, and health organizations to identify critical 
problems amenable to technical solutions. Among their many significant 
contributions are a rechargeable heart pacemaker, a lightweight fireman’s 
breathing ap>paratus, aids for the handicapped, and safer highways. 

We hope you find the information in NASA Tech Briefs useful. A reader 
feedback card has been included because we want your comments and 
suggestions on how we can further help you apply NASA innovations and 
technology to your needs. Please use it. or if you need more space, write us a 
letter. 
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COVERS: The photographs on the front and back covers illustrate recent developments by NASA and its contractors that resulted in commercial 
and nonaerospace spinoffs. You can use the TSP Request Card at the end of this issue to learn more about the Fiberglass Fabric [Circle 78] and 
Multimode Electronic Lights [Circle 79]. 
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About This 
NASA Publication 


NASA Tech Briefs, a quarterly publication, Is distributed free to U.S. citizens 
to encourage commercial application of U.S. space technology. For 
Information on publications and services available through the NASA 
Technology Utilization Program, write to the Director, Technology Utilization 
Office, P. 0. Box 8757, Baltimore/ Washington International Airport, Maryland 
21240. 

‘The Administrator of National Aeronautics and Space Administration has 
determined that the publication of this periodical Is necessary In the 
transaction of the public business required by law of this Agency. Use of 
funds for printing this periodical has been approved by the Director of the 
Office of Management and Budget through December 31 , 1978.” 

This document was prepared under the sponsorship of the National 
Aeronautics and Space Administration. Neither the United States Government 
nor any person acting on behalf of the United States Government assumes 
any liability resulting from the use of the Information contained in this 
document, or warrants that such use will be free from privately owned rights. 


Change of Address 


Change of Address: If you wish to have NASA Tech Briefs forwarded to your 
new address, use one of the Subscriptions cards enclosed in the back of this 
volume of NASA Tech Briefs. Be sure to check the appropriate box indicating 
change of address. 


Communication Concerning 
Editorial Matter 


For editorial comments or general communications about NASA Tech Briefs, 
you may use the self-addressed Feedback card in the back of NASA Tech 
Briefs, or write to: The Publications Manager, Technology Utilization Office 
(ETU-6), NASA Headquarters, Washington, DC 20546. Technical questions 
concerning specific articles should be directed to the Technology Utilization 
Officer of the sponsoring NASA Center (addresses listed on page A4). 


NASA TECH BRIEFS Published Quarterly by the National Aeronautics and Space Administration, Technology Utilization 
Branch, Washington, DC 

Administrator: Robert A. Frosch; Chief, Technology Utilization Branch: Louis Mogavero; Publications Program Manager: 
Judson O. Harrison III 

Prepared for the National Aeronautics and Space Administration by Logical Technical Corp.: Editor-in-Chlef: 

Graham L. Gross; Art Director: Ernest Gillespie; Managing Editor: Jay KIrschenbaum; Senior Editor: Donald Blattner; 
Chief Copy Editor: Oden Browne; Staff Editors: Michael Binder, Michael Polchaninoff, Jonathan Rogers, Ted Sellnsky, 
George Watson; Graphics: Concetto Auditore, Judy Tenenbaum; Editorial & Production: Richard Johnson, 

Rose GIgllettI, Vincent Susinno, John Tucker, Madeline Tucker, Ernestine Walker, Carl Woolridge 
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NASA 

TU SERVICES 


THE NASA TECHNOLOGY UTILIZATION OFFICERS 


They will help you apply the 
innovations described in Tech Briefs. 



The Technology Utilization Officer (TUO) 

Each NASA Center has a Technology 
Utilization Officer — An applications en- 
gineer whose job is to heip you make use 
of new technology developed at his center. 
He brings you the NASA Tech Briefs and 
other special publications, sponsors con- 
ferences. and arranges for expert assist- 
ance in solving technical problems. 


Technical Assistance 

Working together with NASA Scientists and 
Engineers and the Industrial Applications 
Centers, the center TUO’s can answer 
specific questions about innovations and 
related NASA technology. 


Technical Support Package (TSP’s) 

For many of the innovations described in 
Tech Briefs, the center TUO has prepared 
additional material that will help you in 
detailed evaluation and actual use or 
construction of the new technology. You 
may get TSP’s free of cost by using the TSP 
Request Card or writing the center TUO. 


Who to Contact . Of course, many technical questions about Tech Briefs are answered in the TSP’s, 
but \when no TSP is available, or you have further questions, write the Technology Utilization Officer at the center that 
sponsored the research at the address listed beiow. 


Charles C. Kubokawa 
Ames Research Center 
Code AU; 240-2 
Moffett Field, CA 94035 
(415) 965-5554 

Donald S. Friedman 
Goddard Space Flight Center 
Code 702.1 
Greenbelt. MD 20771 
(301 ) 982-6242 

John T. Wheeler 
Johnson Space Center 
Code AT3 
Houston, TX 77058 
(713) 483-3809 


Raymond J. Cerrato 

John F. Kennedy Space Center 

Code SA-RTP 

Kennedy Space Center, FL 32899 
(305) 867-2780 

John Samos 

Langley Research Center 
Mail Stop 139A 
Hampton, VA 23665 
(804) 827-3281 

Paul Foster 

Lewis Research Center 

21000 Brookpark Rd. 

Cleveland, OH 44135 
(216) 433-4000, Ext. 6832 

Aubrey D. Smith 
Marshall Space Flight Center 
Code AT01 

Marshall Space Flight Center, AL 35812 
(205) 453-2224 


John C. Drane 

NASA Resident Legal Office-JPL 
4800 Oak Grove Drive 
Pasadena, CA 91103 
(213) 354-6420 

Gilmore H. Trafford 
Wallops Flight Center 
Wallops Island, VA 23337 
(804) 824-3411, Ext 201 

Louis Mogavero, Chief 
Technology Utilization Branch 
Code ETU-6 
NASA Headquarters 
Washington, DC 20546 
(202) 755-2220 
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COSMIC 


(Computer Software Management & Information Center) 


AN ECONOMICAL SOURCE 
OF COMPUTER PROGRAMS 
DEVELOPED BY THE GOVERNMENT. 


COSMIC is sponsored by NASA to give you 
access to over 1 400 computer programs devel- 
oped by NASA and the Department of Defense, 
and selected programs from other government 
agencies. It is one of the Nation’s largest soft- 
ware libraries. 


COSMIC collects and stores software 
packages, insures that they are complete, 
prepares special announcements (such as Tech 
Briefs), publishes an indexed software catalog, 
and reproduces programs for distribution. 
COSMIC helps customers to identify their soft- 
ware needs, follows up to determine the 
successes and problems, and provides updates 
and error corrections. In some cases, NASA 
engineers can offer guidance to users in install- 
ing or running a program. 


COSMIC charges very reasonable fees for 
programs to help cover part of their expenses— 
and NASA pays for the remainder. Programs 
generally cost from $500 to $1000, but a few 
are more expensive and many are less. Docu- 
mentation is available separately and very 
inexpensively. 


COSMIC programs range from management 
(pert scheduling) to information science (retrieval 
systems) and computer operations (hardware 
and software). Hundreds of engineering pro- 
grams perform such tasks as structural analysis, 
electronic circuit design, chemical analysis, and 
design of fluid systems. Others determine build- 
ing energy requirements, optimize mineral 
exploration, and draw maps of water-covered 
areas using NASA satellite data. In fact, the 
chances are, if you use a computer, you can 
use COSMIC. 


COSMIC is eager to help you get the programs you need. For 
more information about services or software available from 
COSMIC, fill out and mail the COSMIC Request Card in this 
issue. 


COSMIC: Computer Software Management and Information Center 

Suite 11 2, Barrow Hall, University of Georgia, Athens, Georgia 30602 Phone: (404) 542-3265 
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WHERE IS THE WORLD’S LARGEST 
BANK OF TECHNICAL DATA 

9 



It’s in Indianapolis and Pittsburgh, it’s in Storrs, Connecticut and 
Research Triangle Park, North Carolina; and it’s in Albuquerque and Los Angeles. 


NASA I AC’s — INDUSTRIAL 


You can get more information and more data on more technical subjects 
through NASA’s network of lAC’s than anywhere else in the world. About 
8,000,000 documents and growing at the rate of 50,000 more each month! 


Major sources include: 


• 750,000 NASA Technical Reports 

• Selected Water Resources Abstracts 

• NASA Scientific and Technical Aerospace Reports 

• Air Pollution Technical Information Center 


• Chem Abstracts Condensates 

• Engineering Index 

• Energy Research Abstracts 

• NASA Tech Briefs 

• Government Reports Announcements 


• NASA International Aerospace Abstracts 

and many other specialized files on food technology, textile technology, 
metallurgy, medicine, business, economics, social sciences, and physical science. 
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The lAC’s are one of the most economical ways of staying 
competitive in today’s world of exploding technology. The help 
available from the network ranges from literature searches 
through expert technical assistance. 


Technical Assistance 

Our applications engineers will 
help you evaluate and apply your 
literature-search results. They can 
help find answers to your tech- 
nical problems and put you in 
touch with scientists and engi- 
neers at NASA Field Centers. 


Current Awareness 

Consult with our applications 
engineers to design your personal 
program — selected monthly or 
quarterly abstracts on new devel- 
opments in your speciality. It’s 
like having your own journal! 


Literature Searches 

Help in designing your search, 
typically from 30 to 300 abstracts 
in as narrow or broad an area as 
you need, and complete reports 
when you need them. The most 
complete "search before research” 
available! 


To obtain more information about how NASA’s lAC’s can help you — 
Check the lAC box on the TSP Request Card in this issue, 

Or write or call the I AC nearest you. 


APPLICATIONS CENTERS 

How to get reports and other documents discussed in this issue of Tech Briefs 

Many of the innovations in Tech Briefs are described in detail in reports available at a reasonable cost through 
one or more of the lAC’s. To order a report, call or write the lAC referenced at the end of the Tech Brief article at 
the address below. Be sure to list the titles and accession numbers (N76-..., N75-..., etc.) of those you wish to 
purchase. 


Aerospace Research Application Center (ARAC) 
Indiana University-Purdue University at Indianapolis 
1201 E.38th St. 

Indianapolis, IN 46205 
E. Guy Buck, Director 
(317) 264-4644 

Knowledge Availability Systems Center (KASC) 

University of Pittsburgh 

Pittsburgh, PA 15260 

Dr. Edmond Howie, Director 

(412) 624-5211 

New England Research Application Center (NERAC) 

Mansfield Professional Park 

Storrs, CT 06268 

Dr. Daniel U. Wilde, Director 

(203) 486-4533 


North Carolina Science & Technology 
Research Center (NC/STRC) 

P. O. 00x12235 

Research Triangle Park, NC 27709 
Peter J. Chenery, Director 
(919) 549-0671 

Technology Application Center (TAC) 

University of New Mexico 
Albuquerque, NM 87131 
Stanley A. Morain, Director 
(505) 277-4000 

Western Research Application Center (WESRAC) 

901 Exposition Boulevard, Room 205 

University of Southern California 

University Park 

Los Angeles, CA 90007 

Radford King, Director 

(213) 741-6132 
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NASA INVENTIONS 
AVAILABLE FOR LICENSING 


Over 3,500 NASA inventions are avaiiabie for 
licensing in the United States - both exciusive 
and nonexciusive. 


Nonexclusive Licenses 

Nonexclusive licenses for commercial use are 
encouraged to promote comf)etition and to achieve 
the widest use of inventions. They must be used by a 
negotiated target date but are usualiy royaity free. 



Exclusive Licenses 

An exclusive license may be granted to encourage 
eariy commercial development of NASA inventions, 
especiaily when considerabie private investment is 
required. These are generally for 5 to 10 years and 
usually require royaities based on sales or use. 


The NASA patent licensing program aiso provides for licensing of NASA-owned foreign patents. In addition to 
inventions described in Tech Briefs, “NASA Patent Abstract Bibiiography,” containing abstracts of ail NASA 
inventions, can be purchased from: National Technical Information Service, Springfield, Va., 22161 . This 
document is updated semi-annually. 


Patent Licenses and the NASA Tech Brief 


Many of the inventions reported in Tech Briefs are patented or are under consideration for a patent at the time 
they are published. When this is the case, the current patent status is described at the end of the article; 
otherwise, there is no statement about patents. If you want to know more about the patent program or are 
interested In license for a particular invention, write the Patent Counsel at the NASA Field Center that sponsored 
the research. Be sure to refer to the NASA reference number in parenthesis at the end of the Tech Brief. 


Robert F. Kempf 
NASA Headquarters, Code GP-4 
400 Maryland Ave., S.W. 
Washington, DC 20546 
(202) 755-3932 

Darrell G. Brekke 
Ames Research Center 
Mall Code: 200-11 A 
Moffett Field. CA 94035 
(415)965-5104 

John 0. Tresansky 
Goddard Space Flight Center 
Mail Code: 204 
Greenbelt, MD 20771 
(301 ) 982-2351 


Marvin F. Matthews 

Lyndon B. Johnson Space Center 

Mail Code: AM 

Houston, TX 77058 

(713) 483-4871 

James O. Harrell 

John F. Kennedy Space Center 

Mail Code: SA-PAT 

Kennedy Space Center, FL 32899 

(305) 867-2544 

Howard J. Osborn 
Langley Research Center 
Mail Code: 279 
Hampton, VA 23665 
(804) 827-3725 


Norman T. Musial 
Lewis Research Center 
Mail Code: 500-311 
21000 Brookpark Road 
Cleveland, OH 44135 
(216) 433-4000 

Leon D. Wofford, Jr. 

Marshall Space Flight Center 
Mail Code: CC01 

Marshall Space Flight Center, AL 35812 
(205) 453-0020 

Monte F. Mott 

NASA Resident Legal Office 
4800 Oak Grove Drive 
Pasadena, CA 91103 
(213) 354-2700 
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NEW PRODUCT 
IDEAS 
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NEW PRODUCT IDEAS are just a few of the many innovations described in this 
issue of NASA Tech Briefs and having promising commercial applications. Each is 
discussed further on the referenced page in the appropriate section in this issue. If 
you are interested in developing a product from these or other NASA innovations, 
you can receive further technical information by requesting the TSP referenced at 
the end of the full-length article or by writing the Technology Utilization Office of 
the sponsoring NASA center (see page A4). NASA's patent-licensing program to 
encourage commercial development is described on page A8. 


Precision Cieaver for 
‘‘Soft” Crystais 



Soft crystals can be cut as thin as 5 
mils using a new precision cleaver. 
Slice thickness may be controlled to 
within 1 mil. The crystal is held In 
place by two neoprene-rubber-lined 
platens that grip the crystal by 
vacuum. The cleaver incorporates a 
horizontally-driven cutting blade. The 
blade is adjusted along the vertical 
axis by a lead screw to determine the 
slice thickness. The cleaver replaces 
earlier manual cutting methods that 
were inaccurate and produced uneven 
cuts. It can slice various medium- 
hardness materials with high pre- 
cision. 

(See page 366.) 

Heat-Resistant Nontoxic 
Structurai Laminate 

Laminated panels made from a new 
nonepoxy resin have superior heat 
resistance and release fewer toxic 
products than conventional epoxy 
laminates when exposed to heat or 
flame. Among possible applications 
for the lightweight panels are the 
interiors of automobiles and other 
vehicles and structural parts on 
aircraft. Various bismaleimides. with 
or without diamine compounds, are 
polymerized to produce the new resin. 
In one laminate, the resin is mixed 
with carbon microballoons to form a 
composite that fills a honeycomb 
core. Outer layers of glass cloth 
preimpregnated with polybismaleimide 


resin complete the laminated struc- 
ture. In addition to their nontoxicity 
and superior heat resistance, the 
panels are also easier to shape and 
finish than conventional epoxy lam- 
inates. 

(See page 374.) 


Remotely-Powered 
Intracranial Pressure Monitor 



An electronic oscillator that can be 
implanted in the skull of a cerebral 
dysfunction victim is stable enough to 
monitor very slow changes in intra- 
cranial pressure, and it does not 
require batteries or wire connections 
through the scalp. A new transducer 
with a stiff diaphragm produces up to a 
10-percent change in the tuning 
capacitance of the oscillator. The 
sensor is powered by radio waves sent 
from a remote transmitter. In tests 
over a period of 50 days, the unit was 
stable to within 0.1 torr/day, as 
compared to previous systems that 
drifted about 0.7 torr/day. 

(See page 381 .) 

Cosine-Corrected Optical 
Diffuser 

A new “cosine diffuser” collimates 
and transmits light such that Its out- 
put is proportional to the cosine of 
the angle of Incidence. When placed 
at the entrance aperture of a spectro- 
radlometer or other light-measuring 
instrument, it improves the accuracy 
of radiation-flux measurements for off- 
axis angles of incidence. A fused- 


RIM 



quartz planoconvex lens and several 
ground planar surfaces transmit the 
Incident light Into a spherical cavity 
with reflective walls. This combination 
efficiently scatters light through an 
aperture at the outlet side of the 
cavity. In addition to its potential uses 
In laboratory optical measurements, 
the diffuser can also be a valuable 
accessory for solar- and sky-flux 
measurements in the field. 

(See page 347.) 


Automated Syringe Sampler 



A remote-controlled syringe sam- 
pler collects air or water samples on 
location for pollution studies. The 
device can also be deposited in 
hazardous areas and later removed to 
test for the presence of dangerous 
chemicals. The sampler includes an 
evacuated, glass sampling tube. This 
tube, sealed by a rubber septum, is 
driven by a servo against a hypo- 
dermic needle. After the needle 
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punctures the septum and the sample 
rushes into the tube, the servo is 
activated again to withdraw the tube 
from the needle. 

(See page 393.) 

High-Speed, High-Power, 
Switching Transistor 

BASE LEAD 


EMITTER 1 base REGION 

PREFORM A 



CONTACT REGION COLLECTOR 


A silicon npn switching transistor 
combines the speed and positive 
control of a transistor with the power- 
handling capacity of a thyristor. Rated 
at 200 amperes with a switching 
speed of 0.5 microsecond, the new 
semiconductor device has possible 
applications in power converters, 
motor drives, RF induction heaters, 
and medical electronics. Its power- 
handling efficiency and speed are 
made possible by a novel blend of 
triple-diffused silicon technology and 
an interdigitated emitter/base struc- 
ture. Besides competing directly with 
the thyristor in high-power circuits, 
the transistor should also stimulate 
new power-switching applications for 
which transistors have not previously 
been considered. 

(See page 320.) 

SwMt Collection Capsule 

Perspiration samples at specific 
locations on the body can be collected 
with a simple capsule that holds a 
disk of filter paper against the skin. 



The paper can be weighed before and 
after installation in the capsule to 
determine the amount of sweat 
collected, and it can be analyzed 
chromatographically to determine the 
sweat constituents. Designed for 
long- and short-term perspiration 
monitoring, the capsule can also be 
used to measure the number of sweat 
glands under the collecting surface. 
This is done by placing a high-starch- 
content paper in the capsule and 
painting the skin surface with tincture 
of iodine. The starch/iodine reaction 
produces dots on the paper opposite 
the active sweat glands. 

(See page 387.) 

Penetrating Fire 
Extinguisher 


A new extinguisher with a penetra- 
ting tip can dispense fire-extinguish- 
ing chemicals in hard-to-reach areas. 



Originally developed for use aboard 
the Space Shuttle, the extinguisher 
can also penetrate the metal skins of 
aircraft and other vehicles, and it can 
pierce wood, plasterboard, metal, and 
plastic panels in buildings. To use the 
extinguisher, an operator places the 
tip against a wall or other surface and 
slides an integral ram along the body 
until it strikes a stop disk. The impact 
drives the tip through the surface so 
that the chemical agent can be 
Injected. Overlapping discharge 
streams from the nozzle spray the 
chemical over a wide area. 

(See page 416.) 

Shaft Speed Control 

A simple mechanism controls the 
rotation of a heavy-duty shaft by 
mechanical comparison with the rota- 
tion of a small, precise, stepper 



motor. The mechanism can be used to 
limit winding and unwinding speeds of 
large spools and reels and to control 
the speed of other rotating shafts. The 
setup Incorporates a reference shaft 
geared down from the stepper motor 
and a feedback shaft geared up from 
the shaft to be controlled. The 
feedback and the reference shafts are 
coupled with a brake assembly inside 
a stationary cylinder. When the work 
shaft speeds up, the brakes are 
activated automatically to slow it 
down. 

(See page 432.) 

Fastener for Thin Fragile 
Materials 

A new two-piece fastener is ideal for 
securing thin delicate parts that might 
be damaged by conventional fasten- 
ers, such as rivets or upset collars. 
Nevertheless, the strength of the new 
fastener approaches that of a riveted 
connection. Easily fabricated, the 
fastener consists of a plastic button 
and a spring-steel collar. These parts 
have a large contact area, to distribute 
loads on delicate assemblies, and a 



(continued on next page) 
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low profile so that they can fit into 
narrow spaces. The fastener is suit- 
able for materials ranging in density 
from sheet metal to fabric sand- 
wiches. 

(See page 451 .) 

Quick-Connect Threaded 
Attachnient Joint 




A threaded tapered joint is self- 
alining and tightens with only 65® of 
rotation for quick connects and dis- 
connects. Made of injection-molded 
plastics or cast or machined alumi- 
num, the joint can carry wires, tubes, 
liquids, or gases. When the two parts 
of the joint are brought together, their 
shapes aline them. Small projections 
on the male section and slots on the 


female section further aid alinement; 
slight rotation of the male form 
engages the projections in the slots. 
At this point, the threads engage, and 
the male section is rotated until the 
joint is fully engaged. 

(See page 430.) 

Corona-Discharge 
Air-Purification System 

A system uses electrical discharge 
to remove trace contaminants from air 
in closed environments. Typical con- 
taminants that can be handled by the 
system range from metabolic prod- 
ucts, such as alcohols, esters, hydro- 
gen sulfide, and ammonia, to lubricant 
solvents, such as Freons, aromatics, 
alcohols, and ketones. The air is 



purified in a plasma glow-discharge 
chamber powered by a variable radio- 
frequency source. The contaminants 
are oxidized into water, carbon di- 
oxide, and carbon monoxide, which 
are removed by a scrubber. Purified 
air is returned to the environment. 
(See page 368.) 

Microprocessor-Based 
Cardiopulmonary Monitor 

Microprocessor technology has re- 
duced the size of a complete cardio- 
pulmonary-monitoring system and cut 
its power requirements from 1,000 to 
100 W. The system performs pul- 
monary-function and physiological 
time-constant/pulmonary blood-flow 
tests. It is controlled by a 16-bit 
central-processing unit that controls 
heart- and respiratory-monitoring 
transducers and supervises data 
acquisition and analysis. The firm- 
ware to control and monitor the tests 
is contained in 5K of programable 
read-only memory. Real-time data are 
displayed on a printer and a video 
monitor. 

(See page 388.) 




ANNOUNCING . . . 

A NEW NASA TECHNOLOGY UTILIZATION SERVICE 
in Cooperation With STATE GOVERNMENTS 


NASA recently inaugurated a State Technology Applications Center (STAC) program with the opening of facilities in 
Florida and Kentucky. 

The purpose of the experimental STAC program is to provide technical information services to state and local 
government agencies as well as to industry within each state. 

The STAG’S differ from the NASA Industrial Applications Centers (see page A7) primarily in that the STAC’s are 
integrated into existing state technical assistance programs and serve only the host state, whereas the Industrial 
Applications Centers serve multistate regions. 

The STAC’s have access to several commercial data bases, as well as the NASA data base, and they normally charge 
a fee for their services. 


Persons wishing further information should write to; 


In Florida 


In Kentucky 


NASA/ Florida State Technology Applications Center (STAC) 
311 Weil Hall 
University of Florida 
Gainesville, Florida 32611 


NASA/University of Kentucky State Technology Applications Program (STAR) 
109Kinkead Hall 
University of Kentucky 
Lexington, Kentucky 40506 


or phone, Gainesville: (904) 392-6760 phone: (606) 256-4632 

Orlando: (305)275-2706 
Tampa: (813)974-2499 

or contact the local State Department of Commerce 
Business Development Representative 
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Automatic Gain-Balancing Circuit 

Gains through multiple signal paths are 
automatically balanced to 1 part in 10,000. 


Langley Research Center, Hampton, Virginia 


Automatic gain-balancing circuitry 
designed for the MAPS (Monitoring Air 
Pollution from Satellites) Gas Filter 
Correlation Spectrometer allows preci- 
sion differencing of two or more output 
signals so that comparative determina- 
tions may be made of extremely small 
differences in signal amplitudes. 

Infrared energy emitted from the 
Earth’s surface passes through the at- 
mosphere to the spectrometer. Gases 
In the atmosphere produce narrow 
absorption lines in the transmitted 
energy at wavelengths corresponding 
to gas-molecule resonances. Each gas 
species has a unique signature of ab- 
sorption lines. Energy reaching a sen- 
sor Is collected by a telescope, modu- 
lated by a chopper, spectrally filtered, 
and simultaneously directed onto two 
detectors, as shown In Figure 1 . 

To permit precision differencing of 
the optical signals at the two detector 
branches, the optical and electrical re- 
sponsivltles must be balanced. With 
the new circuitry, the gains through 
two or more signal paths can be auto- 
matically balanced to approximately 1 
part in 10,000. The clr^cuit compen- 
sates for slow changes in both the opti- 
cal and electrical gains common to 
gas-filter correlation spectrometers. 

A stable reference signal, R (see 
Figure 2), is chopped at frequency f*| 
and fed into the inputs, optical or elec- 
trical, of the amplification channels. 
These signals are designated R-j, R 2 , 
. . . Rp. The signals to be amplified and 
balanced are chopped at frequency 
fi/ 2 , which is phase-synchronized with 
the reference chopping f-j. These are 
signals Si . S 2 , . . Sp. 

The summed signals, (S*| - 1 - Ri) to 
(Sp + Rp), are amplified and fed into 
the gain balancing circuit. The two sig- 
nals are then subtracted and demodu- 
lated with respect to the reference 
modulation-timing signal. Any differ- 
ences in the amplitudes of R-| and R 2 , 
for example, are fed as an error signal 

(continued on next page) 



AND CHOPPER 


Figure 1. in the IR Atmospheric Analyzer, a gas cell containing a sample of the gas to 
be sensed is used as a spectral filter. The output signals from the detectors are differ- 
enced and demodulated to determine the correlation between the spectral content of 
collected energy and the spectral absorption lines of the gas cell. The difference sig- 
nal can be related to the amount of gas of interest present in the atmosphere. 



s 


Figure 2. Signal-Processing Electronics for the spectrometer in Figure 1 balance gains 
through the V and AV signal paths. 
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to an automatic-gain control-loop Inte- 
grator. the output of which adjusts the 
gain of the (S'! -i- R*i) channel. There- 
fore, the gain is always adjusted to 
make R*| and R 2 equal. A second dif- 
ference amplifier and a demodulator 
operating with respect to the signal 
modulation timing then provide the de- 


sired output signal (Si - S 2 ). The 
circuit operation is essentially the 
same for a two-, three-, or n-channel 
gas correlator. 

This work was done by Dennis F. 
Eisenhut of TRW, Inc., for Langley 
Research Center. Further information 
may be found in NASA CR-145137, 


‘'Monitoring Air Pollution From SateF 
lites [MAPS]," [N 77-1 9560] Vol. 1, 
Technical ^Report [$11.75] and 
[N77-19561] Vol. 2, Appendices 
[$13.25]. A copy may be purchased 
[prepayment required] from the 
National Technical Information 
Service, Springfield, Virginia 22151. 
LAR-12074 


High-Speed, High-Power, Switching Transistor 

Silicon transistor rated for 200 A at 400 to 600 volts combines the switching 
speed of a transistor with the ruggedness and power capacity of a thyristor. 


Lewis Research Center, Cleveland, Ohio 



Figure 1. Switching Power Transistor combines triple-diffused silicon technology 
with an interdigitated emitter-base structure on a large-area monolithic wafer. 
Several possible packagings are shown above. 


A silicon npn switching power 
transistor has been developed for 
high-power applications. The transis- 
tor switches on and off in less than 0.5 
microsecond and is rated for 200 
amperes peak current at 400 to 600 
volts. This transistor introduces a 
unique combination of increased 
power-handling capability, unusually- 
low saturation and switching losses, 
and submicrosecond switching 
speeds. 

For years the transistor has been 
the basic building block for low-power 
electronics, and the thyristor has been 
the workhorse of the electrical power 
industry. As a result this new transis- 
tor will not only compete directly with 
the thyristor at high-power levels but 
has also stimulated applications where 
power transistors could not previously 
even be considered. The heart of this 
new transistor is a 23-mm-dlameter, 
triple-diffused, silicon npn wafer, 
which is fabricated by using thyristor 
techniques. Figure 1 shows the wafer 
and several package configurations. 
The basis for the transistor design lies 
in blending triple-diffused silicon tech- 
nology with Interdigitated emitter/ 
base structure on a monolithic wafer 
of large area. This permits large, 
efficient power handling, but retains 
submicrosecond switching speeds. 

These transistors have a sustaining 
voltage of 400 to 600 volts and feature 
a gain of 12 at 50 amperes rated 
current. They can handle 100 amperes 
continuously and 200 amperes of peak 
current at reduced, but useful, gains. 
The high-voltage capability and large 
power-handling capacity, combined 
with the largest forward and reserve 
safe-operating-area (SOA) of any 


transistor on the market, give ex- 
tremely rugged performance in high- 
energy circuits. Although large in size, 
the extremely fast switching speeds of 
the transistor (less than 0.5 micro- 


second) and low saturation voltage 
(less than 1 .0 volt at rated current) 
allow reductions in the size and weight 
of associated circuit components and 
promote more efficient use of energy. 
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CX)NTACT REGION CX)LLECTOR 


Figure 2. The Elements of a Hlgh- 
Power Transistor are shown in cross 
section (vertical scale expanded for 
clarity). The wafer thickness is typically 
0.15 mm, the collector diameter of 23 
mm, and the beveling angle 5* to 6** 
above the horizontal. 

Figure 2 shows a schematic diagram 
of the transistor wafer. The basic 
diffusion and masking steps, alloying, 
and bevel-etch procedures are con- 
veniently done on a thyristor-type 
assembly line. The compression- 


bonded encapsulation (CBE) devel- 
oped for thyristors eliminates the usual 
problems of solder voids and emitter 
lead attachments that have plagued 
large-area transistors in the past. 

By utilizing the processing and 
packaging techniques of the thyristor, 
the new transistor combines the high- 
power, ruggedness, and reliability 
advantages of the thyristor with the 
switching-speed and positive circuit- 
control advantages of the transistor. 
Thus all of the advantages are 
combined In the one device. 

Using the thyristor-type processing 
and packaging techniques produces 
other desirable results, such as high 
yields, low production costs, and 
extremely reproducible character- 
istics. It also points the way to even 
larger area transistors with up to four 
times the effective emitter area that 
will handle four times as much power. 
This technology should lead to a family 
of power transistors that will find 
applications in increasingly higher 
power systems. 

These transistors have already been 
successfully evaluated in power con- 


version circuits up to 10 kW in 20- to 
50-kHz dc-dc inverters, control and 
drive systems for 17-hp dc motors, 
and 300-Vdc solid-state remote power 
controllers. Other potential applica- 
tions Include high-power switching 
regulators, linear amplifiers, chopper 
controls for high-frequency electric 
vehicle drives, VLF transmitters, RF 
Induction heaters, kitchen cooking 
ranges, and electronic scalpels for 
medical surgery. 

This work was done by D. 
Carnahan, C. K. Chu, and P. L. Hower 
of Westinghouse Electric Corp. for 
Lewis Research Center. Further 
information may be found in NASA 
CR-135013 [N76-28470], •‘Develop- 
ment and Fabrication of Improved 
Power Transistor Switches, " a copy of 
which may be obtained at cost from 
the New England Research Applica- 
tion Center [see page AT]. 

Inquiries concerning rights for the 
commercial use of this invention 
should be addressed to the Patent 
Counsel, Lewis Research Center [see 
page Ad]. Refer to LEW- 13021. 


Simple Digital Pulse-Programing Circuit 

A pulse-sequencing circuit uses only a 
shift register and Exclusive-OR gates. 


NASA's Jet Propulsion Laboratory, Pasadena, California 



This Pulse-Programing Circuit uses only a shift register and Exclusive-OR gates. 
The pulse widths are determined by the propagation times of the data edge from the 
first tap location to the second tap location of each gate. The delays are determined 
by the propagation times from tap to the first tap on each gate. 


It is sometimes necessary to gener- 
ate a sequence of pulses having 
precise variable widths and delays. 
Multivibrators can be used In these 
applications, but have the drawback 
that they require precision outboard 
capacitors and resistors to maintain 
accurate time periods. They are also 
sensitive to temperature fluctuations. 
Certain all-digital circuits, such as 
recirculating shift registers and 
Johnson counters, can produce vari- 
able-delay pulses; however, these 
either do not give variable widths or 
require an initialization sequence. 

The all-digital circuit shown In the 
figure, used extensively in the Viking 
Orbiter (1975) data-storage system, 
produces pulses of variable delays and 
widths, using only standard Inte- 
grated-clrcult Exclusive-OR gates and 
a serial-input/parallel-output shift reg- 
ister. The circuit also serves as a 
data-transition edge detector (for 


either rising or falling edges). 

In this circuit, a transition at the 
data input triggers the sequence of 
pulses. The next transition is negative, 
but is not allowed to occur until N 
clock periods later, where N Is the 


number of stages In the shift register. 
The shift register propagates the data 
edge at the clock rate. 

The Exclusive-OR gates compare 
the states of different sections of the 

(continued on next page) 
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shift register. When the two outputs 
monitored by a gate are different, the 
gate produces an output as long as the 
states are different. Hence, each gate 
produces a pulse delayed by the time 
corresponding to the propagation time 
of the data from the input to the first 
tap connection of the gate. The pulse 
width is determined by the propagation 
time of the edge from the first tap 
location to the second tap location of 
the gate. 

As shown, gate 1 is connected 
between the first two taps Q-| and Q2 
of the shift register. Therefore, the 


output of gate 1 produces a pulse 
beginning with the first positive clock 
transition following the data edge; its 
width is exactly one clock period, T. 

The output from gate 2 is delayed 
with respect to the leading edge of 
output 1 by precisely four clock 
periods, and its duration is 3T. The 
third output is delayed two additional 
clock periods, and it has a duration 
2T. The pulses can overlap partially or 
completely, depending on the relative 
positions of the gate connections 
along the shift register. 

This circuit can be used in sample- 
and-hold and analog-to-digital con- 


version sequence control, multiphase- 
clock logic, precise delay control, 
computer control logic, edge detec- 
tors, and In other timing applications, 
in addition, the circuit can provide a 
simple means to generate timing and 
control signals for data transfer, for 
addressing, and for mode control in 
microprocessors and minicomputers. 

This \Nork was done by James L. 
Langston of Texas Instruments, Inc., 
for NASA’s Jet Propulsion Labora- 
tory. For further information. Circle 
1 on the TSP Request Card. 
NPO-13747 


Automatic Circuit Interrupter 

Audio circuits between space vehicle and ground are 
turned off automatically as vehicle is launched. 


Lyndon B. Johnson Space Center, Houston, Texas 


In a technique developed for the 
Space Shuttle Orbiter, the voice 
circuits connecting the crew’s cabin to 
the launch station through the umbili- 
cal connector are used to disconnect 
automatically the unused, or dead- 
end, portion of the circuits Immedi- 
ately after the vehicle is launched. 
This eliminates the possibility that the 
unused wiring might Interfere with 
voice communications within the vehi- 
cle and eliminates the need for a 
manual cutoff switch and its associ- 
ated wiring. 

The technique could also be applied 
to other types of electrical actuation 
circuits as well, automatically discon- 
necting them as the vehicle is 
launched. Moreover, it could be 
applied during the launch of other 
manned vehicles, such as balloons, 
submarines, test sleds, and test 
chambers — all of which require the 
assistance of a ground crew. 

The disconnect technique relies on 
the fact that for noise Isolation, audio 
lines in the launch station typically are 
transformer coupled to the audio lines 
in the space vehicle. The lines are 
terminated at each end in a center- 
tapped transformer. The null points 
provided by these center taps are used 
to complete through the audio lines 
themselves an independent circuit that 
operates a turnoff relay. This relay 
opens automatically and disconnects 
the audio lines leading to the launch 
station when the umbilical connector 
is disengaged at launch. 





Si, S2: NORMALLY OPEN 

TEST SWITCH: NORMALLY CLOSED 


Switching Circuit for Audio Lines and L2^ passes through center-tapped 
secondaries of Isolation transformers T*|, T2 and T*i', T2^. When the umbilical 
connector opens at launch, the turnoff relay is deenergized, opening switches Si 
and S2 and disconnecting the audio lines automatically. 
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As shown in the schematic, audio 
lines L1-L2 and Li''-L2^ are coupled 
through two pairs of center-tapped 
transformers. Normally-open switches 
8*1 and 82 in the vehicle disconnect 
the lines from the transformers after 
the umbilical connector separates. 
These switches are closed before 
launch, their coil powered by an ac or 
a dc power supply. (A 6-V dc 
solid-state relay is being used on the 
8huttle program.) 

In the launch station on the ground, 
the center taps, C, of the transformers 
are interconnected by a low-imped- 
ance circuit that includes a manually- 
operated, and normally-closed, test 
switch. This launch-station circuit 
provides a continuous path for the 
switching circuit In the vehicle when 
the connectors in the umbilical con- 
nector are mated. 8upply current, I, 


flows Into the center tap of trans- 
former T2/ and out the center tap of 
transforrDer T2, through the closed 
test switch, and into the center tap of 
transformer T-| . The current then flows 
back to the vehicle, out the center tap 
of transformer T*i'. and through the 
turnoff relay to the power supply. 

With null points at the center taps, 
current I divides equally and flows in 
opposite directions through the sec- 
ondary windings of the transformers. 
Thus, the current will not Interfere with 
communications carried by the audio 
lines. At launch, the umbilical con- 
nector separates, opening the ground- 
station half of the switching circuit. 
This deenergizes the turnoff relay, 
opening switches 81 and 82. The 
result Is to disconnect audio lines 
and L2^ from the then unused trans- 
formers Ti^ and T2'' and from the 


associated wiring that could be the 
source of interference. 

The manual test switch also makes 
It possible to test the switching system 
from the launch station before launch. 
Opening this switch simulates launch; 
the switching circuit opens, the turnoff 
relay Is deenergized, and switches 81 
and 82 open. 

This work was done by William S. 
Dwineil of Rockwell International 
Corp. for Johnson Space Center. 
For further Information, Circle 2 on 
the TSP Request Card. 

This Invention is owned by NASA, and 
a patent application has been filed. 
Inquiries concerning nonexclusive or 
exclusive license for Its commercial 
development should be addressed to 
the Patent Counsel, Johnson Space 
Center [see page A8]. Refer to 
MSC‘16697. 


Easily-Wired Toggle Switch 

Crimp-type connectors would reduce 
assembly (and disassembly) time. 

Lyndon B. Johnson Space Center, Houston, Texas 


WIRES ARE 



Hermetically-Sealed Modular Toggle Switch uses crimp connectors Instead of the 
usual soldered terminals. The posts on the rear face of the module are used to make 
the electrical connections within the switch. 


A conceptual design for hermet- 
ically-sealed toggle switches makes 
the attachment of leads faster and 
simpler. The concept calls for crimp- 
type connectors instead of soldered 
connections. 

The usual procedure for attaching 
and sealing the leads to a toggle 
switch is to clean the switch terminals, 
strip the insulation from the wires and 
clean and tin It, Insert the wires into 
the terminal eyelets, bend the wires to 
hold them in place, solder the wires to 
the terminals, and finally, apply a 
primer and a conformal coating to 
protect against corrosion. 

With the new design, no switch 
preparation is necessary. 8ocket con- 
tacts are merely crimped to the wires 
and inserted in a module attached to 
the back of the toggle switch. The 
sockets engage pins within the module 
to make the electrical connections. 
The wires are easily removed with a 
standard detachment tool. 

A basic version of the concept (see 
figure) replaces the conventional ter- 
minal lugs on a toggle switch with the 
module having receptacles in which 
the socket contacts can be inserted. 


The outside dimensions of the modular 
switch could be the same as those of a 
conventional switch. Wire of virtually 
any gage can be accommodated In the 
new design, and as many terminals 
can be placed on the switch as the 
wire gage and switch dimensions will 
allow. 


This work was done by William T. 
Dean and Eugene J. Stringer of 
Rockwell International Corp. for 
Johnson Space Center. For further 
Information, Circle 3 on the TSP 
Request Card. 

MSC‘18102 
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Automatic Load Sharing in inverter Moduies 

Active feedback loads transistors 
equally with little power loss. 


NASA's Jet Propulsion Laboratory, Pasadena, California 


An active feedback circuit balances 
the currents delivered by parallel 
inverters to a common load. The 
circuit compensates for differences in 
open-circuit voltage and internal im- 
pedance among the modules and 
ensures that individual modules and 
components are not overstressed. 

The feedback circuit is suitable for 
balancing modular inverters In such 
applications as spacecraft, computer 
power supplies, solar electric-power 
generators, and electric vehicles. 
Modular inverters are becoming in- 
creasingly popular in such equipment 
because systems can be tailored to 


new requirements simply by the 
addition or removal of modules and 
because the current levels in the 
modules are within the capability of 
readily-available semiconductor de- 
vices. 

Previous methods of balancing 
parallel inverters used a resistor as 
the output impedance for each module 
so that a short circuit on one module 
would not affect the others. These 
resistors greatly reduce the efficiency 
of the inverters. Another technique, 
employed in modular ac-to-dc con- 
verters, adjusts the duty cycle of 
each module according to differences 


in output current. But this method is 
not appropriate for Inverters, which 
must operate at a fixed duty cycle of 
50 percent. Until now, the only 
alternatives to series resistors were 
precise matching of saturation char- 
acteristics of the module power 
transistors or precise adjustment of 
the winding ratios of the output trans- 
formers to compensate for the differ- 
ences In saturation characteristics. 

The new current-balancing circuit 
senses the difference between the 
peak value of the collector current for 
each power transistor and the aver- 
age value of the load currents for all 


MODULE 1 



This Two-Module Inverter with active feedback shares current load equally between its modules. A four-module inverter, each 
module operating at 100 watts, has been built. The technique can be used for any number of modules at any power level. 
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the power transistors. The circuit then 
changes an Impedance in the collector 
circuit to any transistor that carries too 
much or too little current; the 
Impedance change adjusts the current 
to the average. 

The figure shows the balancing 
arrangement for a two-module In- 
verter (the principle Is the same for 
any number of modules In parallel). 
The collector circuit of each power 
transistor contains two current trans- 
formers In series. One transformer 
(T*|) is the current-sensing trans- 
ducer; the other (T2) Is the Impedance 
adjuster. 

Each current-sensing circuit (In- 
cluding T*i , a current-sensing resistor, 
and a diode) connects to a separate 
peak-detector circuit that consists of 
an operational amplifier (IC1), a 
second diode detector, and a 
capacitor/ resistor network with a 
peak-sensing resistor (Rp). This last 
resistor Is connected across a differ- 
ential amplifier (IC2). The noninverting 
Inputs of the differential amplifiers are 
connected together to produce the 
average value of the load currents. 


represented by the voltage Va- This 
voltage serves as a reference at each 
of the differential amplifiers for com- 
parison with the individual peak 
currents, represented by Vp. 

If VaIs larger than Vpi — that Is, If 
the collector current of transistor Qi 
is less than the average for all 
transistors — then the output of Q-| *s 
differential amplifier goes 'positive, 
turning on transistor Qa and making 
Its emitter/collector Impedance go 
low. This Impedance reduction Is 
reflected to the secondary winding of 
current transformer T2; the collector 
circuit of Qi therefore has a lower 
Impedance, so Its collector current 
Increases. Conversely, If Va Is lower 
than Vpi , the collector Impedance of 
Q-| goes higher, decreasing Qvs 
current. 

Because the collector currents of 
all the power transistors are con- 
trolled with reference to the average 
peak collector current, all are auto- 
matically set at the same peak level; 
therefore the total load Is shared 
equally, each module operating with 
Its output transistors balanced on 
each half cycle. 


The additional impedance In each 
collector circuit Is proportional only to 
the difference between the Individual 
peak collector current and the aver- 
age of all peak collector currents. This 
Impedance becomes very small when 
all the collector currents are bal- 
anced, so additional power dissipation 
Is also very low. This method also 
automatically balances the operation 
of the push-pull inverter within a 
module. 

The principle Is effective not only In 
fixed duty-cycle inverters but also In 
converters, which operate at variable 
duty cycles. 

This work was done by Satoshi 
Nagano of Caltech for NASA’s Jet 
Propulsion Laboratory. For further 
information, Circle 4 on the TSP 
Request Card. 

This invention is owned by NASA, 
and a patent application has been 
filed. Inquiries concerning nonexclu- 
sive or exclusive license for its 
commercial development should be 
addressed to the Patent Counsel, 
NASA Resident Legal Office-JPL [see 
page Ad]. Refer to NPO-14056. 


Hall Devices Improve Electric Motor Efficiency 

Asymmetric radial forces can be sensed and counteracted 
by Hall devices on the excitation or control windings. 


Marshall Space Flight Center, Alabama 


The efficiency of electric motors 
and generators can be reduced by 
radial magnetic forces created by 
asymmetric fields within the device. 
The major causes of this effect are 
gap or bearing asymmetries, poor 
electromechanical tolerances, and 
temperature and voltage variations. 

A proposed method of compensat- 
ing for these forces would employ 
Hall-effect devices on the surface of 
the excitation or control windings to 
sense the magnetic field that causes 
the asymmetry. The Hall outputs 
would drive a feedback circuit that 
controls current to the windings to 


counteract the unwanted magnetic 
forces. 

In one suggested implementation, 
the Hall devices are connected In a 
bridge circuit, and pairs of sensors are 
used to obtain differential signals 
proportional to the radial flux distribu- 
tion. The elements of each pair would 
be diametrically opposed for maxi- 
mum sensitivity. The signals can be 
either quasi-steady, as In dc motors 
and torquers, or oscillatory, as In ac 
motors. Since the forces In the radial 
and tangential directions are a direct 
function of the flux density in the gap, 
the Hall generators would directly 


measure the forces and would provide 
compensating control of any asym- 
metry. No additional measurements 
would be needed for calibrating the 
feedback control loop. 

This work was done by Walter 
Haeussermann of Marshall Space 
Flight Center. For further informa- 
tion. Circle 5 on the TSP Request 
Card. 

Inquiries concerning rights for the 
commercial use of this invention 
should be addressed to the Patent 
Counsel, Marshall Space Flight Center 
[see page A8]. Refer to MFS-23826. 


NASA Tech Briefs. Fall 1978 


325 


Improved Driver for Capacitive Loads 

The standby power is reduced by using transistorized 
current sources instead of bias resistors. 


Langley Research Center, Hampton, Virginia 



This Driver Circuit for Capacitive Loads utilizes transistorized current sources rather 
than bias resistors to reduce standby power. 


in order to reduce the standby 
power consumed by a transistorized 
switch, bias resistors with large 
voltage swings can be replaced by 
transistorized current sources, and 
the bias currents can be reduced to a 
level where the beta of the devices is 
acceptable. This circuit Innovation, 
which was originally designed for low- 
power row-and-column drivers in 
ferroelectric-addressed liquid-crystal 
matrix displays, should have other 
applications in circuits that drive 
pulsed capacitive loads. 

The modified column driver is 
shown In the figure. Transistors Qi, 
02. Q3. Q4. and Q5 are connected as 
a constant-current differential ampli- 
fier that is controlled by the Input 
signal. If the input voltage Is below the 
voltage at the base of Qi , the current 
through resistor R2 passes through Q*| 
and drives transistors Qe. 08 . and Og 
Into full conduction. 

Alternatively, if the Input voltage Is 
above the voltage at the base of 0*| , 
the current through R2 passes through 
Q5 and drives transistors O7 and Q10 
Into full conduction. Resistors Ry, Rs, 
and Rg are used to limit the surge 
current below the maximum rating of 
transistors Os, Og, and Oio- The 
blocks labeled N(CX^) act as Inverter 
switches that sweep out the minority 
carriers and also sink the leakage 
current of the transistors. The delay 
and storage times of the transistors 
are minimized by sweeping out the 
minority carriers, and the sinking of 
the leakage current allows a higher 
operating temperature for the devices 


without substantially increasing the 
power consumption. 

A variation of the circuit, in which 
two inputs control a three-level voltage 
output, was developed as a row driver 
for the ferroelectric-addressed dis- 
play. In another version, an additional 
transistor stage was added at the 


output to drive a higher capacitance 
load. 

This work was done by Raymond T. 
Matsumoto of Rockwell International 
Corp. for Langley Research Center. 
For further information, Circle 6 on 
the TSP Request Card. 

LAR-11609 
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Z-Axis Control Loop for Cathode-Ray Tubes 

A PIN diode samples the brightness 
to provide a z-axis error-control signal. 


NASA 's Jet Propulsion Latx)ratory, Pasadena, California 


OCTCCTO« SAMPLE- 

TRANSCX)NOOCTANCE aNO- EIWOP EfWOR 

INTEQIUTOW mOLO • AMPUEIER OETCCTOH 



Z-AxIs Control-Loop Circuit for a CRT is enabled between frames during the film-advance period. The white- and black-level 
controls determine whether a black-level or white-level scan is being done and place the appropriate reference voltage at the 
error-amplifier input. These two switches also enable white- and black-level up/down counters that control the digital-to-analog 
converters. The input video switch blanks the white-level DAC during the black-level scans. 


The long-term light-output stability 
of a cathode-ray tube Is affected by 
aging, electrical parameter changes, 
and its environment. If the CRT Is the 
Image source for a photograph, these 
factors can cause nonuniform film 
exposure and a loss of the recorded 
data. The CRT brightness and contrast 
can be adjusted manually, but this Is 
time consuming and can lower the 
fidelity of the exposure densities. 
Closed-loop control methods that use 
a sensitive photodetector to monitor 
the light intensity are expensive and 
require additional optics to focus the 
CRT image onto the detector. 

A new film recorder system over- 
comes these obstacles. An Inexpen- 
sive PIN diode detector samples the 
screen brightness between each 
frame, to generate an error signal for 


feedback control of the intensity. 

The system is diagramed in the 
figure. The CRT is raster-driven 
synchronously with the camera. 
During the film-advance period (when 
the video is normally blanked), the 
raster sequence Is controlled to 
execute several black-level scans and 
then several white-level scans. The 
detector output Is amplified and 
integrated during each complete scan. 
At the end of a scan, the Integrator 
output Is transferred to a hold circuit, 
and the Integrator is reset. The hold- 
circuit output Is summed with the 
appropriate level reference to gen- 
erate an error Input to a magnitude 
comparator. If the absolute value of 
the error is greater than the error 
limits, a countup or countdown signal 
is generated. The counter output is 


converted by a digital-to-analog con- 
verter Into the z-axis control signal. If 
an error is detected in the black or 
white level, the control signal adjusts 
the dc offset or gain of the CRT video 
buffer driver to reduce the error. 

The system has been tested by 
taking flat-field exposures at several 
density levels over a 4-hour test 
period. The processed-fllm density 
levels, as measured by a densitom- 
eter, were determined to vary by less 
than ±10 percent. Usually the vari- 
ations were close to ±8 percent. 

This ^ork was done by Arthur J. 
Ray, Jr., of Ball Brothers Research 
Corp. for NASA’s Jet Propulsion 
Laboratory. For further information. 
Circle 7 on the TSP Request Card. 
NPO-13775 
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Three-Function Signal Generator 

Variable-frequency circuit develops 
sine, square, and triangular waveforms. 


Lyndon B. Johnson Space Center, Houston, Texas 


Three waveforms — sine, square, 
and triangular — are generated by the 
relatively simple circuit shown in Fig- 
ure 1. This circuit, which gives a con- 
tinuously-variable output frequency, 
has been used successfully in the 
Space Shuttle program to generate sig- 
nals in the range 0.01 to 10 Hz for an 
electrohydraulic-actuator tester. By 
changing the values of the outboard re- 


sistors and capacitors, the same de- 
sign could be used at much higher 
frequencies. 

The three-function generator uses a 
variable-rate integrator to generate the 
triangular wave and a zero-crossing 
, detector to develop the square wave. 
The sine-wave generator uses a diode 
matrix to operate on the triangular 
wave; with this design, harmonic dis- 


tortion of the resulting output is below 
1 percent. 

The output rate of integrator Ui is 
controlled by setting the "range se- 
lect" switch and the "frequency ad- 
just" potentiometer. This output Is ap- 
plied to the commutating circuit con- 
sisting of 1)2, R2. R 3 . R 4 3nd refer- 
ence diodes VR*| and VR 2 . U 2 is con- 
figured as a zero-crossing detector 
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Figure 2. Expressions for the Frequency 
(F) and Amplitude (A) of the square and 
triangular waveforms 


with positive feedback. The output of 
U2 is a square wave with its amplitude 
determined by the supply voltage and 
with Its rise and fall times determined 
primarily by the slew rate of U2. R4 is a 
current-limiting resistor. Expressions 
for the output frequency and ampli- 
tudes are given in Figure 2. 

The sine-wave generator operates 
piecewise linearly on the triangular 
wave. The diode network i^ symmetric 
about its centerline. Emitter/followers 
Ql through Q4 establish the operating 


points. The voltage taps along the 
divider chain determine the break- 
points of the linear segments. The 
slopes of the segments are determined 
by resistors R7. Since the synthesis of 
the sine wave Is only a function of the 
input amplitude, the operating frequen- 
cy can extend into the megahertz 
range. 

This work was done by Gerald F. 
Kopp of Honeywell Inc. for Johnson 
Space Center. No further documental 
tion is available. 

M SC- 16672 


Power-Switch dV/dt Sensing 

A simple means for controlling voltage risetime and powerline 
noise uses three transistors and capacitive feedback. 


Lyndon B. Johnson Space Center, 

The rate of change (dV/dt) of the 
voltage across a load is reduced and 
controlled by the relatively simple 
circuit shown in the figure. In this 
circuit, Q-| is a power-switching 
transistor, and Q2, Q3, and capacitor 
C form the control circuit. The 
controller limits the voltage risetime 
across the load and can also attenuate 
powerline noise at the load. This can 
reduce crosstalk and noise In tightly 
bundled wires. 

Application of a turn-on command 
at the circuit input causes Q3 to 
saturate and draw current I3, deter- 
mined by the emitter voltage of Q2 and 
the value of R. When I3 flows, a nearly 
equal current (I2) flows in the collector 
of Q2. which Is connected In a 
common-base configuration. Current 
I2 begins to turn on switch Q-| , but the 
change In load voltage appears across 
C and causes a current flow that 
supplies part of I3 and reduces I2. This 
limits the change in load current 
through Q-| . In addition, noise genera- 
ted on the powerline will be attenuated 
at the load because it is dropped 
across Qi and 02- 

The circuit should be useful where 
large wire bundles are subject to noise 
and crosstalk due to rapid current Power-Switch Controller limits the voltage risetime across the load by 

switching. It is presently Included in generating a feedback signal through capacitor C. This controls current I2 and the 
hybrid power switches used exten- load current (l-|) through Q-|. 
sively aboard the Space Shuttle. 

This work was done by Robert L. 

Jones of Rockwell International Corp. 
for Johnson Space Center. No 
further documentation is available. 

MSC-16707 


Houston, Texas 


POWER SWITCH 
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Phase-Shift Array, Arbitrary and Continuous Through 360° 

New design simplifies multiple phase control. 


Langley Research Center, Hampton, Virginia 



*NOTE:(^ -BNC CONNECTORS 


Four-Channei Phase-Shift Array allows the phase of any branch to be set anywhere between 0° and 360°. PP1 through PP4 are 
commercial 20-kQ potentiometers that are modified to give 180° wiper movement (Instead of 90°). The 0° and 90° signal inputs 
can be derived from a standard oscillator that has two outputs that are 90° out of phase. The output transformers each have a 
40-kQ centertapped primary and a 10-kQ secondary. 


An innovative phase-shift array, in 
use at Langiey Research Center, satis- 
fies a requirement to phase-shift a 
common source signal Into an array of 
branch circuits. The Langley applica- 
tion requires that the phase shift of any 
branch can be arbitrarily set at any 
angle from 0® to 360® and arbitrarily 
reset to any angle during operation. 
The largest of these arrays in use is 24 
branches, the smallest is 4 branches. 
A schematic of the four-channel array 
is shown in the figure. 

Although the design of the newly- 
developed phase-shift arrays was 


based on known principles of electrical 
networks, such devices were not avail- 
able In the required configuration. 
Prevlously-available phase-control de- 
signs were urisatisfactory, generally 
being frequency-sensitive and phase- 
angle limited (±180®), thus requiring 
switching circuits. The components for 
the newly developed arrays, neverthe- 
less. are readlly-available off-the-shelf 
items. 

Phase-shift control is continuous 
from 0® through 360® on all channels, 
with a precision-controlled operating 
range of 0 to 10 volts at frequencies 


covering the entire audio spectrum. 
The system wiring and assembly are 
uncomplicated, no switching networks 
are required, and the system can be 
operated at any desired frequency, be- 
ing Insensitive to frequency variations. 
This design appears to provide a 
simple and effective solution to the 
problem of multiple phase-shift control. 

This work was done by Andrew C. 
Dibble, Jr., and Robert E. Grandle of 
Langley Research Center. No further 
documentation is available. 

LAR’12272 
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Implementing OQASK by Using MSK 

New concept would simplify the implementation of 
an offset quadrature amplitude-shift-keyed signal. 


NASA's Jet Propulsion Latx>ratory, Pasadena, California 



Two Minimum-Shift-Keyed Signals can be combined to create the equivalent of an 
offset quadrature amplitude-shift-keyed waveform except that half-cycle sinusoids 
are used instead of rectangular symbol pulses. 


A new concept would simplify the 
hardware needed to implement offset 
quadrature amplitude-shift-keyed 
(OQASK) modulation when encoding 
digital information for transmission. 
Unlike other approaches, the new 
scheme combines minimum-shift- 
keyed (MSK) signals to shape the 
spectrum of the transmitted signal, 
instead of using analog modulators or 
band-pass filters. Although it was 
originally developed for deep-space 
radio transmission, this concept 
should find applications in other band- 
width-constrained systems and in 
digital radio communications in gen- 
eral. It should be particularly useful in 
high-volume data transmission as a 
means of encoding and decoding; for 
example, it could be used in modems 
similar to those that now prepare data 
signals for transmission. 

Offset quadrature phase-shift-keyed 
(OQPSK) systems permit the band- 
width of the carrier synchronization 
loop to be doubled without increasing 
the signal-to-noise ratio or probability 
of error. In addition, the spectrum of a 
filtered OQPSK signal retains its band- 
limiting characteristics after the signal 
has been passed through a nonlinear 
(hard-limiting) channel. Similar quali- 
tative results apply to OQASK. 

Ordinarily, OQASK modulation is 
done with rectangularly-shaped sym- 
bol pulses. Therefore the resulting 
spectra have poor rolloff character- 
istics because of the sharp discontinu- 
ities in the modulated carrier wave- 
form at points where data transitions 
occur. It is conceivable that baseband 


pulse shaping could be used to 
prevent such discontinuities, but in 
that case, an analog modulator would 
be needed instead of a simple digital 
modulator. The new system would 
avoid these difficulties by using half- 
cycle sinusoids instead of conven- 
tional rectangular symbol pulses. 

In particular it is possible to show 
that an OQASK waveform with half- 
cycle sinusoidal pulse-shaping is 
mathematically equivalent to the sum 
of two MSK signals that differ in power 
by 6 dB. These two signals can be 
generated by frequency-modulating 
the same oscillator with two independ- 
ent binary data streams. A transmitter 


of the form shown in the figure could 
be used to generate the OQASK 
signal. A conventional MSK receiver 
could be modified to decode the 
received signal. 

The two-component MSK signal can 
be generalized to n components for 
comparison with an equivalent OQASK 
signal. In this case the kth component 
k = 2, 3, ... n would have an am- 
plitude that is 2^-1 times that of the 
first component. 

This work was done by Marvin K, 
Simon of Caltech for NASA’s Jet 
Propulsion Laboratory. For further 
information, Circle 8 on the TSP 
Request Card. 

NPO- 13896 


Books and Reports 

These reports, studies, and hand- 
books are available from NASA as 
Technical Support Packages (TSP’s) 
vtrhen a Request Card number is 
cited; othenwise they are available 
from one of NASA’s Industrial 
Application Centers or the National 
Technical Information Service. 


Terrestrial Photovoltaic 
Measurements 

Revised measurement and 
calibration procedures 

Proceedings and measurement pro- 
cedures are now available from the 
second Terrestrial Photovoltaic Meas- 


urements Workshop jointly sponsored 
by the former Energy Research and 
Devlopment Administration (ERDA), 
now the Department of Energy, and 
the National Aeronautics and Space 
Administration (NASA). Building upon 
the results of the first such confer- 
ence, the second workshop utilized 
further experience gained in solar-cell 
(continued on next page) 
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research to define and to explore the 
additional measurement needs of the 
photovoltaic community. This second 
workshop was structured around 
three topics that were considered to 
be of major import: (1 ) terrestrial solar 
irradiance, (2) solar simulation and 
reference cell calibration, and (3) cell 
and array measurement procedures. 

Interim measurement procedures 
previously established were revised 
and have been published In a manual. 
Included in the manual are procedures 
for obtaining cell and array current- 
voltage measurements both outdoors 
in natural Sunlight and indoors in 
simulated Sunlight, a description of 
the necessary apparatus and equip- 
ment, the calibration and use of 
reference solar cells, comments on 
concentration cell measurements, 
and a revised terrestrial solar spec- 
trum for use In theoretical calcu- 
lations. 

The basic measurement procedure 
uses calibrated reference cells to 
establish or determine light levels of 
simulated or natural Sunlight; the use 
of pyranometers or pyrhellometers is 
discouraged. The absolute irradiance 
scale, to be adopted as soon as 
possible, will be the scale defined by 
the PACRAD III type of radiometer. 
Standard atmospheric conditions 
have been defined as: Irradiance 
1 ,000 W/m2, temperature 28 ® C, air 
mass 1.5, water content 2 cm, and 
turbidity 0.5. Acceptable light sources 
for solar simulation are short-arc 
xenon lamps, pulsed xenon lamps, 
and dichroic-modifled 3,400 K tung- 
sten lamps. 

This work was done by Henry W. 
Brandhorst, Jr., and Henry B. Curtis 
of Lewis Research Center. Further 
information may be found in: 

NASA CP-2010 [N77-30521], •‘Ter- 
restrial Photovoltaic Measurements 
ir‘ [workshop proceedings], 

NASA TM 73788 [N 78- 14629], 
•'U.S. Terrestrial Solar Cell Calibra- 
tion and Measurement Proce- 
dures, " and 

NASA TM 73702 [N 77-29603], 
“Terrestrial Photovoltaic Measure- 
ment Procedures. “ 

Information on the first “Terrestrial 


Photovoltaic Measurements Work- 
shop,*’ announced in NASA Tech 
Briefs, Fall 1976, Vol. 1, No. 3, p. 375 
[LEW-12643], may be found in: 

NASA TM-X-71802 [N76-71615], 
“Terrestrial Photovoltaic Measure- 
ments — Workshop Proceedings,” 
and 

NASA TM-X- 71 771 [N 75-30650] , 
“Interim Solar Cell Testing Proce- 
dures for Terrestrial Applications.” 
Copies of these reports may be 
obtained at cost from the Technology 
Application Center, University of New 
Mexico [see page AT]. 

LEW-13057 

CMOS-Array Design- 
Automation Techniques 

A 4,096-bit CMOS ROM is 
either mask or laser 
programable. 

The design and development of a 
4,096-bit CMOS (complementary 
metal-oxide semiconductor) ROM 
(read-only memory) are detailed In a 
report that Is now available. The chip, 
which uses silicon-on-sapphire (SOS) 
technology, is organized into 512 
words by 8 bits and is programable 
either at the metal-mask level during 
fabrication or by a directed laser beam 
after processing. The chip operates 
with a single supply voltage of from 3 
to 15 V. At 10 V, its worst-case 
address time is 126 ns; chip-select 
access takes 44 ns. The average 
static power dissipation is 3 per bit 
at 10 V. 

The chip is housed in a 24-pin 
package. In addition to address lines, 
there are four chip-select lines (for 
compatibility with existing bipolar 
ROM’s) that control the eight output 
drivers. 

Each of the eight outputs is a 
tristate configuration. The tristates are 
preferred to open-collector outputs 
since they can be designed in CMOS 
without appreciably increasing the 
chip area; they also reduce power 
consumption by eliminating the need 
for pull-up resistors. Current spiking. 


which can occur when two or more 
tristates turn on simultaneously is 
reduced by the higher “on” resistance 
of the CMOS devices. The CMOS 
tristate outputs can drive capacitive 
loads of from 40 to 80 pF and still 
maintain the target speed. 

The chip Is programed by altering 
the next-to-last (sixth) mask in the 
fabrication process. This is followed 
only by a mask that opens holes in the 
passivation layer. Thus, most of the 
processing is complete before the 
metal programing mask Is used to 
define a unique chip. Consequently, 
many wafers could be partially proc- 
essed before specific ROM patterns 
are defined, reducing the turnaround 
time. 

An alternative to metal-mask pro- 
graming Is a directed laser beam. SOS 
technology is ideally suited to this 
approach because the epitaxial silicon 
Islands that form transistors In the 
memory array are normally separated 
from one another by the sapphire 
substrate. Sapphire acts as a fine 
surface on which to cut metal lines 
with a laser without damaging the 
active transistor semiconductor. 
Numerous cuts through the metal 
interconnects, using a 1,200-nm- 
wavelength laser beam, have not 
affected transistor performance. 

The 34-page report Is divided into 
six sections plus an appendix. Section 
1 deals briefly with background and a 
discussion of ROM chips. Section 2 
describes design goals for this chip; 
its implementation is detailed In 
section 3. Chip statistics, conclusions, 
and recommendations are presented 
in section 4 through 6; and detailed 
information for locating the program- 
ing links is provided In the appendix. 

This work was done by A . Feller and 
T. Lombardi of RCA Corp. for 
Marshall Space Flight Center. 
Further information may be found in 
NASA CR-150221 [N77-78784], 

“CMOS Array Design Automation 
Techniques, ” a copy of which may be 
obtained at cost from the New England 
Research Application Center [see 
page AT]. 

MFS-23762 
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Automatic Acquisition and Ranging System 

Digital circuitry automatically demodulates received radio-frequency 
ranging signals for phase comparison with the transmitted signal. 


NASA’s Jet Propulsion Laboratory, Pasadena, California 


ACXXJMULATOR 1 


INPUT 
IF SIGNAL 
10 MHz 



ACXXIMULATOR 2 


The Returned Code is Compared to the Transmitted Code in this aii-digital 
demodulator/ correlator. The A/D converter output is coherently sampled with the 
10-MHz reference. The samples are routed to the paths Pi and ?2 (two samples to 
each path) and are multiplied by signals and M 2 derived from the 10-MHz 
reference. The multiplier outputs are integrated to yield the signal correlation 
functions 1 and Q. 


A new all-digital system automati- 
cally demodulates and correlates 
square-wave-modulated ranging sig- 
nals. The received IF carrier is digit- 
ized in an analog-to-digital (A/D) con- 
verter and is fed into an accumulator. 
There, with the aid of a computer, 
weighting coefficients and the phase 
of the range code (with respect to the 
transmitted reference) can be com- 
puted. The computer controls the 
system Integration times, so that its 
bandwidth can be adjusted for each 
application. In addition, the system 
continuously monitors the phase and 
adjusts itself for optimal demodula- 
tion. All-digital circuitry makes the 
system more stable than Its analog 
predecessor and makes automatic 
operation easier and simpler. 

In the NASA Deep Space Network, 
for which the system was originally 
developed, a 10-MHz IF signal is 
digitized at 40 MHz by the 4-blt A/D 
converter (see figure). Sampling Is 
precisely controlled by a coherent 
40-MHz pulse so that four equally 
spaced samples are taken at the same 
phases on sequential cycles of the 
10-MHz signal. The samples, repre- 
senting the amplitude of the IF carrier, 
are added or subtracted In the 
accumulator. The choice of addition or 
subtraction Is determined by a control 
function A composed of the receiver 
coder output R, a coherent 10-MHz 
square-wave Y, and a chopper signal 
C according to the relationship 

A = R + Y + C 

When A Is a zero, the new sample Is 
subtracted In the accumulator; and 
when It Is a one, the sample Is added. 

The accumulator hardware Is dupli- 
cated In a second channel, except that 
the receiver coder output Is shifted 
with respect to the output In the other 


channel by 90®. Thus, the two 
accumulators provide the In-phase 
and quadrature signals needed to 
determine the delay of the range code. 

Since there are four samples during 
each 10-MHz cycle, the phase of the 
10-MHz reference with respect to the 
10-MHz IF signal can be determined. 
Weighting coefficients for each of the 
four samples can be computed and 
used to adjust the samples according 
to the particular phase relationship. 

The computer receives the accu- 
mulated data from each of the four 
phases and first computes the weight- 
ing coefficients. Then the computer 
uses data representing In-phase and 


quadrature correlation voltages to 
compute the phase of the range code. 

This work was done by Richard M, 
Goldstein, William P. Hubbard, James 
W. Layland, Warren L. Martin, and 
Arthur /. Zygielbaum of Caltech for 
NASA’s Jet Propulsion Laboratory. 
For further information, Circle 9 on 
the TSP Request Card. 

This invention is owned by NASA, 
and a patent application has been 
filed. Inquiries concerning nonexclu- 
sive or exclusive license for its 
commercial development should be 
addressed to the Patent Counsel, 
NASA Resident Legal Office-JPL [see 
page A8]. Refer to NPO‘13962. 
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Air-Traffic Surveiiiance Systems 

Passive ground-based radio-interferometry 
systems monitor local air traffic. 


NASA's Jet Propulsion Laboratory, Pasadena, California 



Figure 2. A Simpiified RAiDS Arrangement is shown with one of a series of remote 
antenna stations in operation. Information from the cross-correlation unit is fed to a 
computer to determine the three-dimensional position of the aircraft. 


Three systems, all based on radio 
interferometry, are proposed for moni- 
toring local air traffic. 

The simplest radio-interferometric 
locating system (RILS) can determine 
aircraft position in a plane (i.e., two 
dimensions) defined by the surveil- 
lance area. Two pairs of interferom- 
eter stations are positioned along 
orthogonal edges of the surveillance 
area, as shown in Figure 1 . The first 
pair scans hyperbolic surfaces of 
revolution overlaying the map of the 
area, with the stations being the foci of 
the hyperboloids. The second pair of 
stations covers an orthogonal set of 
hyperboloids. 

Aircraft flying within the area carry 
inexpensive noise generators to trans- 
mit unique signals comprised of a 
normal voice channel approximately 5 
kHz wide and one or two spurts, 
depending on the resolution required. 
Each pair of stations time-tags the 
received signals and directs them to a 
central location for cross-correlation. 
Information from one station deter- 
mines a series of possible aircraft 
positions on a hyperbolic arc; similar 


SURVEILLANCE AREA 



Figure 1. A Two-Dimensional RILS 
covers a plane surveillance area. The 
system incorporates two pairs of 
orthogonally-positioned Interferometer 
stations that receive signals from the 
aircraft. The stations time-tag the 
incoming signals and direct them to a 
central processing facility that deter- 
mines the position of the aircraft at the 
intersection of two hyperboloids. 


Information from the second pair 
defines a second hyperbolic arc that 
intersects the first arc to yield the 
aircraft position within approximately 
20 ft (6 m) in a horizontal plane. 

A similar RILS arrangement may be 
used to determine aircraft positions in 
three dimensions. This more elaborate 
version includes a third pair of stations 
located at an altitude approximately 
2,000 ft (610 m) above the other two. 
The intersection of three hyperbolic 
arcs identifies the three-dimensional 
aircraft position. 

Finally, a third variant on RILS Is 
RAIDS or Radar Altitude Information 
and Detection System that is more 
suitable for commercial aviation (see 
Figure 2). The technique utilizes the 
transponder beacon existing in most 
aircraft, but the signal is received In a 
slightly different way. 

The RAIDS includes a conventional 
surveillance radar that functions in the 
usual way for determining the azimuth 
and range of aircraft. In addition, a 
series of small narrow-acceptance- 


beam omnidirectional antenna sta- 
tions is spread in azimuth pattern 
around the central surveillance facil- 
ity. These stations determine the 
difference In arrival times of the radar 
transponder signals. The hyperbolic 
surface that the aircraft must lie on is 
obtained from these differences. This 
Information, when combined with 
azimuth and range information ob- 
tained by radar, helps to determine the 
three-dimensional aircraft position 
without expensive encoding al- 
timeters. 

This \A/ork was done by Peter F. 
MacDoran of Caltech for NASA’s Jet 
Propulsion Laboratory. For further 
information, Circle 10 on the TSP 
Request Card. 

This invention is owned by NASA, 
and a patent application has been 
filed. Inquiries concerning nonexclu- 
sive or exclusive license for its 
commercial development should be 
addressed to the Patent Counsel, 
NASA Resident Legal Office-JPL [see 
page Ad]. Refer to NPO-14173. 
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Optimizing Multislot Feeds for Reflecting Antennas 

The number of variables can be reduced by considering 
symmetry and the corrective effect of each phase mode. 


NASA 's Jet Propulsion Laboratory, Pasadena, California 


Order 

Type 

Expression 

Dominant Effect 





0 

Even 

i 

Focus Correction 

1 

Even 

0 COS 0 

Elevation Scan 

1 

Odd 

0 -02 sin 0 

Azimuth Scan 

2 

Even 

0 -03COS2 0 

Principal-Plane Astigmatism 

r- 2 

Odd I 

1 0 -04 sin 2 0 

Diagonal-Plane Astigmatism 

3 

Even 

0 -05 COS 3 0 

Third-Order Phase 


Phase Modes and Their Effect in the seven-beam antenna 


A multislot feed can be used to 
correct for phase errors in reflecting 
antennas. Such errors, which can 
arise because of departures from true 
curvature in the reflecting dish, can be 
cancelled by adjusting the phases of 
the signals from the individual slots. 
The problem of calculating the correct 
phase angles while optimizing main- 
beam efficiency is a complex task that 
requires the computation and Integra- 
tion of the antenna pattern, for 
different phases and amplitudes of the 
elements. 

The computation can be simplified 
by an analysis that has been used in 
designing a 19-slot feed for a (2.695- 
GHz) parabolic torus reflector (para- 
bolic in one plane and circular in the 
orthogonal plane) used aboard the 
Space Shuttle. If this array had to be 
optimized directly, it would have 
required solving for 36 degrees of 
freedom (38 phases and amplitudes, 
minus 2 references). 

To make the problem tractable, the 
array was visualized as producing 
seven beams, each illuminating a 
portion of the reflector (see figure). 



The amplitude of each outside beam 
was set at -8 dB relative to the center 
to give an aperture illumination of the 
required shape. The scan angle of 
each outer beam was 21 ® from broad- 
side. An amplitude distribution that 
gave a side-lobe level of -25 dB for the 
individual beams was used. 

If the phase of the center beam was 
arbitrarily set at 0®, the phases of the 
remaining beams would leave six 
degrees of freedom to be optimized. 
Even if symmetry is considered to 
reduce the number of variables, there 
would still be four degrees of freedom 
left, too many to be easily solved. 

The six degrees of freedom can be 
Identified with the phase modes of the 
six outer beams, as shown in the 
accompanying table. 

The odd modes can be eliminated 
by considering the symmetry of the 
reflector. The order 1 even mode can 
be eliminated because it primarily 
corrects for the scan angle of the 
beam. (In the Space Shuttle antenna 
the beam did not have to be at a 
particular angle above the horizon.) 
The order 2 even mode can be 
eliminated from preliminary calcula- 


tions, since little astigmatism was 
found in phase plots for a simple feed. 
Therefore, only focus and third-order 
phase errors — two degrees of 
freedom — had to be considered. 

The optimum third-order correction 
was only 0.25 radian. The focus 
correction was a . tradeoff between 
main-beam efficiency and beamwidth. 
With 1.4 radians of focus correction, 
the effective aperture size is slightly 
over 1 .6 meters, and the efficiency of 
the main beam is 91.64 percent. A 
final correction for astigmatism was 
made; 0.2 radian of astigmatism 
correction gave a slight decrease in 
beamwidth at the expense of 0.11 
percent in efficiency. 

The optimized 19-slot array had an 
efficiency of 93.18 percent, as com- 
pared to only 84.81 percent for a 
simple four-dipole feed. Gain was 
31 .61 dB, as compared to 30.84 dB 
for the simple feed. 

This work was done by Douglas K. 
Waineo of Rockwell International 
Corp. for NASA’s Jet Propulsion 
Lateratory. For further information, 
Circle 11 on the TSP Request Card. 
NPO-14064 


Radiation From a 19-Siot Array is 
visualized as seven beams illuminating 
the parabolic torus reflector. The opti- 
mized phase of each beam relative to 
the center beam is shown. (Phase 
angles are given In radians.) 
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28-Bit Serial Word Simulator/Monitor 

Modular interface expedites variable-word- 
length communication between computers. 


Lyndon B. Johnson Space Center, Houston, Texas 


A mcxjular interface unit, developed 
for serial communication between 28- 
bit Manchester-coded computers 
aboard the Space Shuttle and a remote 
16-bit minicomputer, transfers data at 
high speed along four channels. The 
compact unit occupies only 5 vertical 
inches of rack space, and features var- 
iable word and message lengths and 
has flexible formatting and control 
functions. Its operation, under soft- 
ware control by the minicomputer, 
eases the exchange of bit Information 
by automatically reformatting coded in- 
put data and status information to 
match the requirements of the output. 
The unit can operate concurrently with 
other programs running on the mini- 
computer. 

Specific features of the Interface 
include; 

•variable word length from 1 to 32 bits, 
•variable message length from 0 to 
65,535 words, 

•relocatable addressing, 

•direct memory access (DMA) transfer 
of data, 

•detecting of parity and transmission 


errors, 

•“suction pump” capability, and 
•variable read/write-mode control-field 
decode. 

The Serial Word Simulator/Serial 
Word Monitor (SWS/SWM) Is controlled 
in three basic sequences of com- 
mands. Each sequence Is Initiated by 
loading an accumulator with a se- 
quence-select code and Issuing a 
“data-out” command. Sequence 1 Is 
used to set up the command word. Se- 
quence 2 is used to set up the starting 
address of the minicomputer and/or 
the word count (the number of words to 
be transferred). Data transfer Is initi- 
ated In sequence 3. along with other 
optional modes, such as a “status- 
inhiblt” mode. 

Normal operation of the interface in 
an Input/output mode to transfer data 
from a buffer location in the memory of 
the minicomputer would begin with the 
setup of the data words In the buffer. 
The interface would then proceed 
through sequence 1 and set up the 
command-word register. Next, in se- 
quence 2, the starting address and 


word length would be loaded into the 
interface. Data transfer (sequence 3) 
would follow. When the Interface com- 
pletes the data transfer. It generates 
an interrupt. The programer can then 
interrogate the interface for transmis- 
sion errors, word count, and other 
information. 

In the Shuttle system, each 28-blt 
word on the Manchester bus Is loaded 
during two memory accesses. In the 
first access, 16 bits of data are re- 
trieved from the data section of mem- 
ory and are loaded into bits 9 to 24 of a 
register In the interface. In the second 
access, bits 4 to 8 (the Interface-unit 
address) and bits 25 to 27 (error-check 
bits) are retrieved from a status mem- 
ory block displaced by 1,024 words 
from the data block. Bits 1 to 3 are a 
synchronization code, and bit 28 Is a 
parity bit. 

This work was done by James W. 
Durbin of Rockwell International Corp. 
for Johnson Space Center. For fur- 
ther information, Circle 12 on the TSP 
Request Card. 

MSC‘16418 


SignaNnt9rlea¥ing Device 

A new cubic interleaving device 
combines and duplicates optical, 
electronic, and other energy-carrying 
signals. The interleaver consists of 
many flat, square, energy-carrying 
layers. When combined with optical 
AND or OR gates, it can form multiple- 
input gates, logic arrays, flip-flops, 
and memory cells. 

(See page 344.) 

Wideband EMG Telemetry System 

A wideband electromyographic te- 
lemetry system monitors the gaits of 
p>eople suffering from cerebral palsy. 
The system consists of miniature, 
crystal-controlled RF transmitters lo- 
cated at each electrode site of the 
patient's body. The transmitters have 
a linear response of from 20 to 20,000 
Hz and an operating range of 15 m. 
(See page 394.) 


Automated Chromosome Analysis 

A minicomputer-controlled system 
analyzes blood samples automatically 
and displays the characteristics of a 
cell nucleus. It Includes a specimen 
preparation unit and an automated 
microscope. Blood samples are 
placed on slides, stained, and fed Into 
the microscope. The results are 
digitized and displayed. 

(See page 383.) 

Processing Multlspectral Signals 
From a DIscrete-Sensor Array 

A technique for encoding and de- 
coding color-image signals from an 
array of discrete sensors can simplify 
the fabrication of a remote-sensing 
Imaging system. The imaging system 
projects the output on a charge- 
coupled-device array. A computerized 
matrix decoding scheme decodes the 
image. 

(See page 457.) 


Modulation Improves Electro-optic 
Object Detector 

An optical detector that senses the 
presence or absence of silicon wafers 
on an integrated circuit is insensitive 
to interference from ambient light. The 
wafers are detected by reflected light, 
using a modulated light-emitting diode 
and logic circuit. The sensing circuit 
responds only to the modulated signal. 
(See page 402.) 

Microprocessor-Based 
Cardiopulmonary Monitor 

A modified cardiopulmonary diag- 
nostic system has been reduced in 
size, and its power requirements have 
been cut from 1,000 to 100 W. The 
system utilizes a microprocessor to 
control pulmonary tests and physio- 
logical time-constant / pulmonary 

blood-flow tests. Recorded data are 
displayed on a printer and a video 
monitor. 

(See page 388.) 
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Portable Data System 

A compact system for data recording, manipulation, 
and transmission uses readily available components. 


Ames Research Center. Moffett Field, California 



Figure 1 . The Portable Data System has eight channels with an input range from ±1 .999 to ±10.00 volts. The data output rate is 
110 baud, and the reading rate is 1.4 channels/ second. 


A portable data system originally 
designed for high-altitude research 
could be used with the appropriate 
sensors for monitoring transportation 
systems, biomedical data, weather 
stations, mineral exploration equip- 
ment, and numerous other tasks. Data 
are formatted as audio tones and are 
stored on a small tape-recorder 
cassette. The tape can then be played 
back through a MODEM-equipped 
teleprinter to print formatted data. 

The system accepts up to eight 
channels of bipolar analog voltages 
and records them in real time on the 
recorder. Low-power logic elements 
are used to keep power consumption 
below 1.5 watts. The tape recorder 
can be connected to a telephone for 
long-distance transmission, and a 
message-answering unit could be 
used to interrogate by phone In real 
time. The teleprinter compatibility also 
allows the data to be entered into a 
time-sharing computer for further 
processing. 

The system as shown in Figure 1 
presents a serial stream of frequency- 


shifted audio tones that cause a 
MODEM-equipped teleprinter to per- 
form the operations shown In Figure 2. 
Timing is controlled by the baud-rate 
clock and the universal asynchronous 
receiver/transmitter (DART). At the 
end of each character transmitted, a 
pulse from the DART causes the 
character sequencer to advance. 

Up to eight analog voltages are 
sequentially presented by an analog 
multiplexer to a dual-slope analog-to- 
digital converter. The specific analog 
channel presented Is determined by 
the channel select. The ADC operates 
asynchronously and continually at 8 
readings per second. 

The UART serial output Is used to 
control a variable-frequency oscilla- 
tor. A logic-zero output results in a 
2,025-Hz output corresponding to a 
SPACE tone. A logic-one output 
generates a 2,225-Hz frequency, 
corresponding to a MARK tone. The 
oscillator output is filtered by a 3-kHz 
low-pass filter and is buffered to 
present a low output impedance. This 
output can drive a small speaker that 


STATE 

OPERATION 

0 

No Operation 

1 

Print Space 

2 

Print Space, Store AOC Data 

3 

Print Data Sign 

4 

mnt Thouaanda Digit 

5 

Print Hundreda Digit 

6 

Print Tans Digit 

7 

Print Units Digit. Advartce Channel Select, 
Reeet Character Sequencer If Not Last 
Channei. Otherwlae Qo to State 8 

8 

Print Une Feed 

9 

fMnt Carriage Rat um, Qo to St^e 0 


Figure 2. These Character-Sequencer 
Functions are formatted for printing or^ 
a conventional teleprinter. 


could be placed over the MCDEM 
input of a teleprinter; or the data could 
be stored on a cassette recorder. 

This work was done by Michael Dix 
of Ames Research Center. For 
further information, Circle 13 on the 
TSP Request Card. 

ARC-11136 
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Microwave-Beam Safety Subsystem 

A system for monitoring the airspace covered 
by high-power microwave transmissions 


NASA’s Jet Propulsion Laboratory, Pasadena, California 


SATELLITE STATION 


PILOT-BEAM RECEIVER, 



GROUND STATION 

Microwave-Power-Transmission Safety Subsystem is shown as it would be 
implemented in a satellite-based microwave system. Any intrusion is detected by 
analyzing changes in the power distribution at the pilot-beam receiver. This 
information is processed to dim or douse the power beam. 


The airspace between high-power 
microwave transmitters and receivers 
may be dangerous to people, equip- 
ment or birds flying in the area. 
Although these areas can be defined 
on maps, there inevitably exists the 
possibility of someone or something 
straying into the area and receiving a 
dangerous level of microwave radia- 
tion. This hazard can be reduced or 
eliminated by a proposed subsystem 
(see figure) that would monitor the 
area and Interrupt or alter the micro- 
wave transmission during accidental 
intrusions. 

In the subsystem, shown integrated 
Into a satellite-based power-beam 
transmitter and receiver system, a 
pilot-beam transmitter sends an uplink 
beam of energy to a pilot-beam 
receiver array on the satellite. The 
pilot-beam receiver array is diplexed 
such that beam time-of-arrival phase 
Information at each antenna element 
can be used to set the phase of the 
satellite power transmitters and shape 
the power beam transmitted to 
ground. A computer on the spacecraft 
would look at the received power 
distribution to detect the direction and 
scattering characteristics of an Intrud- 
ing object. 

On the ground, another computer 
(or a data link to the satellite 
computer) would monitor the power 
distribution In the power-beam 
receiving-antenna elements to deter- 
mine additional scattering character- 
istics. This information would augment 
the pilot-beam receiver distribution. 
Other Inputs to the control-computer 
could be derived from additional 
receiving antennas at the power-beam 
transmitter and surrounding the re- 
ceiver area. Although there may be 
some redundancy in the received 
Information, it may help to accurately 
determine the position and shape of a 
small object. 

If an object Intrudes into the micro- 
wave beam, it will alter the computer 
input by either scattering or absorbing 
microwave energy. This will be de- 


tected by continuous computer sam- 
pling. The computer then provides 
phase data to an interrupter that 
controls power input to the transmitter 
to dim or douse the microwave beam. 

The computer could also be used to 
send phase information to divert, 
shape or dim the beam In accordance 
with stored programs. For example, a 
low-level power-beam signal could be 
sent when the system Is first turned on 
to detect abnormalities or Interfering 
objects before full power is applied. 
Also, objects of known size and 
scattering characteristics could be 


flown into the radiation area to test 
and calibrate the subsystem. 

This work was done by Richard M. 
Dickinson of Caltech for NASA’s Jet 
Propulsion Laboratory. For further 
information, Circle 14 on the TSP 
Request Card. 

This invention is owned by NASA, 
and a patent application has been 
filed. Inquiries concerning nonexclu- 
sive or exclusive license for its 
commercial development should be 
addressed to the Patent Counsel, 
NASA Resident Legal Office-JPL [see 
page Ad]. Refer to NPO-14224. 
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“Pseudobackscatter^’ Laser Velocimeter 

Laser instrument measures the speed of fluid flow with the sensitivity of a 
forward-scatter velocimeter and the convenience of a backscatter device. 


Ames Research Center, Moffett Field, California 



Two Beams Derived From a Laser intersect at a point in a flowing gas. The light is 
scattered and frequency-shifted by the gas and is allowed to fall on an array of 
corner cubes that reflect it back to the collector. The Doppler shifts of the light 
scattered from the two laser beams produce a difference frequency that measures 
the speed of the flowing gas. 


A “pseudobackscatter” laser velo- 
cimeter combines the best features of 
forward-scatter and backscatter velo- 
clmeters. The new velocimeter has 
sensitivity and accuracy comparable 
to forward-scatter Instruments; but, 
like the backscatter version, It does 
not require precise alinement of 
transmitting and receiving elements 
on opposite sides of the scatterer. The 
new instrument is intended for meas- 
uring airflow around aircraft and in 
wind tunnels and for other fluid-flow 
measurement applications. 

The unique feature of the new velo- 
cimeter is that it uses a corner-cube 
reflector to return the scattered laser 
beam to its source, where It is diverted 
to a collector and processed to 
determine the velocity of the gas 
medium through which it has traveled. 
Conventional forward-scatter laser 
velocimeters require a collector on the 
opposite side of the medium. In these 
devices, the collector must be care- 
fully alined and must move with the 
source. This is difficult to arrange In a 
wind tunnel and virtually impossible 
between two airplanes (when meas- 
uring airflow velocities). 

The true backscatter velocimeter 
depends on light scattered backward 
by particles in the medium. To obtain 
sufficient backscattered Intensity, par- 
ticles such as smoke must sometimes 
be deliberately introduced into the gas 
flow. This is an inconvenience that 
may require that an aircraft first lay a 
smokescreen, then fly back through 
the smokescreen while backscatter 
velocity measurements are made. 
Aside from being awkward, this 
procedure creates turbulence that Is 
dangerous to the aircraft and perturbs 
the airflow to be measured. 

In the new Instrument (see figure), 
an argon laser or similar device 
generates a coherent, monochromatic 
light output. A beam splitter separates 
the output Into two beams. These 
beams pass through a lens that 
focuses them so that they intersect at 


a point In the medium where the 
velocity measurement is to be made. 

A fringe pattern is formed at the 
intersection of the beams. As particles 
In the flowing medium move through 
the fringe pattern, they scatter the 
light in all directions; however, the 
scattering Is strongest In the forward 
direction. The moving particles 
Doppler shift the frequency of the light 
by an amount that is proportional to 
their velocity. 

The Doppler-shifted forward-scat- 
tered light continues to a bank of 
corner cub^s arranged in a mosaic 
pattern, which reflects the light back 
to the lens in the source. A mirror In 
the source directs the reflected 
forward-scattered light Into the collec- 
tor. The difference between the 
Doppler shifts of the two scattered 
light beams is proportional to the 
velocity. The photodetector responds 
to this difference frequency to give an 
electrical output that is proportional to 


the velocity of the scattering particles 
in the flow. An Indicator displays the 
magnitude of the electrical signal. 

Since the forward-scattered radia- 
tion is much stronger than the back- 
scattered component and the corner 
cubes can reflect radiation Incident at 
angles between + 60® and -60® of the 
optical axis, alinement between the 
cubes and the source Is not too 
critical. They could, for example, be 
mounted on two aircraft that follow the 
same flight pattern. 

This work was done by William D. 
Gunter of Ames Research Center. 
For further information, Circle 15 on 
the TSP Request Card. 

This invention is owned by NASA, 
and a patent application has been 
filed. Inquiries concerning nonexclu- 
sive or exclusive license for its 
commercial development should be 
addressed to the Patent Counsel, 
Ames Research Center [see page A8]. 
Refer to ARC-10970. 
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Signal-Interleaving Device 

Simple cubic interleaver would give high transmission efficiency 
for optical image processing and other applications. 


Goddard Space Flight Center, Greenbelt, Maryland 


Interleaving devices combine and 
duplicate optical, electronic, and 
other energy-carrying signals in 
signal-processing applications. They 
are needed, for example. In recording 
heads, in interconnecting logic ele- 
ments in computers, and In data 
transmission systems. An important 
application of optical interleavers is to 
manipulate Images and encoded data 
In fiber-optic transmission networks. 

A proposed new Interleaving de- 
vice, shown in a basic form in Figure 
1, is characterized by simplicity, high 
energy-transmission efficiency, and 
the potential for low-cost fabrication. 
It is designed to be easily Intercon- 
nected with other signal-processing 
elements. The Interleaver would be 
constructed by joining many flat, 
square, energy-carrying layers to 
form a laminated cube. Each layer is 
composed of parallel energy-carrying 



Figure 1. This Cubic Interleaver is composed of many energy-carrying square 
laminae. Each lamina is formed from parallel conduits (light pipes, for example) 
alined parallel to a diagonal axis of the square. The axes are displaced by 90” in 
adjacent layers. Energy into any of the active faces (A, B, C, or D) will be duplicated 
at the two adjacent active faces. 
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Figure 2. Reflective Coatings on the cubic interleaver are added to form Image inverters (top, left) and a multipie-output 
generator (bottom, left). A set/ reset flip-flop is shown at the right. 
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conduits, which might be square 
optical fibers or conducting wires, 
alined so that they point along a 
diagonal of the layer. When the layers 
are joined, they are oriented so that 
the transmission axes of alternating 
layers are displaced by 90®. 

This simple element can serve as 
an image duplicator. If optical fibers 
are used as the energy carriers, an 
optical image projected on surface C 
will be duplicated at surfaces B and D, 
with each Image having one-half of the 
original intensity. Similarly, the device 
functions as an image combiner If 
input Images are projected on sur- 
faces B and D. The resulting output, at 
surface C or A, will be the combination 
of the two Images. Any of the active 
faces A, B, C, or D can be used as the 
input face for combining or dupli- 
cating. 

Image Inverters could be construc- 
ted by including a reflective coating on 
one or more of the active faces . For 
example. If one output face is coated, 
the cubic interleaver would produce 
two Images at one-half the intensity, 
one Inverted and one noninverted, as 
shown in Figure 2 (top left). If two 
parallel active surfaces are coated. 


as in Figure 2, top right, a single 
Inverted output would result, with no 
loss of intensity through the sides. 

An extension of this concept, shown 
in Figure 2, center, is a multiple- 
image generator. This device, which 
is equivalent to four cubic Interleavers 
placed side by side, could be 
extended to any length, provided 
transmission losses are not too 
severe. The output images, through 
the partially-silvered upper and lower 
faces, alternate between inverted and 
noninverted. 

The same effect, without trans- 
mission losses, can be obtained by 
using adjacent cubic interleavers 
separated by amplifying elements 
called reformatters. The reformatters 
perform no logical or processing 
function other than to furnish gain. 
They do, however. Introduce small 
propagation delays that can accumu- 
late to unacceptable levels for long 
strings. For these applications the 
element shown in Figure 2, center, 
which introduces no delay, may be 
preferred. 

Combinations of the basic cubic 
interleaver with other elements are 
possible. For example, the optical 


interleaver can be combined with 
optical two-input AND gates and OR 
gates to form multiple-input gates and 
logic arrays. Flip-flops and memory 
cells can also be constructed. In the 
implementation of an optical set/ reset 
flip-flop (Figure 2, bottom), with the 
set input low and the reset Input high, 
the Q output retains its previous state. 
The truth table for this device is: 
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0 

0 
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0 
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1 

Q|M -1 = Previous Output State 


This work was done by James R. 
Fischer of Goddard Space Flight 
Center. For further information, 
Circle 16 on the TSP Request Card. 

This invention is owned by NASA, 
and a patent application has been 
filed. Inquiries concerning nonexclu- 
sive or exclusive license for its 
commercial development should be 
addressed to the Patent Counsel, 
Goddard Space Flight Center [see 
page A8]. Refer to GSC- 12111. 


Common-Cavity Pumped Laser 

Two lasers linked by a dichroic 
coupler are packaged in a single cavity. 


Goddard Space Flight Center, Greenbelt, Maryland 


In conventional optically pumped 
lasers, in which a source laser is 
excited by radiation from another laser 
(the pump), the pump and source 
lasers are usually separate elements, 
each with its own resonant optical 
cavity. 

Probably the most serious deficien- 
cy of these two laser systems is that 
with two separate resonators, con- 
siderable pump energy is lost in the 
optics and in the window of the source 
laser cavity. Consequently only 50 
percent of the pump radiation, or less, 
may be available for excitation of the 
source. The lasers are also sensitive 
to reflection of the pump radiation off 
the source and back to the pump, an 
effect that can cause frequency 
pulling and amplitude instabilities in 
the pump. 



In this Common-Cavity Laser, the pump energy resonates between the left- and 
right-hand reflectors; the source resonates in the smaller cavity between the 
dichroic coupler and the right-hand mirror. Depending on the type of pump laser 
used, the power supply could excite the pump with an electric discharge or with 
optical energy from a flash tube. 
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These problems are reduced or 
eliminated by a new design in which 
the source is located within the pump 
resonant cavity. The resulting system 
is more compact, efficient, and 
durable than conventional two-cavity 
lasers. One such system, using a 
carbon dioxide laser pump and a 
methylcyanide source laser, has been 
built and tested. 

In the new design (see figure), a 
dichrolc coupler placed between the 
pump and the source transmits light at 
the pump wavelength, but reflects 
light at the source wavelength. In this 
arrangement, the pump radiation 
oscillates between the reflectors at the 
ends of the cavity and passes through 
the dichrolc coupler and the source 
laser. No pump radiation leaves the 
cavity. 

The radiation from the source is 
confined to the region between the 
dichrolc coupler and the reflector at 
the right. That reflector is opaque to 
the pump radiation, but is partially 
transparent to the source radiation 


and thus permits the laser beam to exit 
from the cavity. 

Since the only significant losses of 
pump radiation (other than those in the 
source material) are In the dichroic 
coupler, It Is possible to get very high 
efficiency when using a low-loss 
coupler. Also, since the pump radia- 
tion is built up to a high-amplitude 
standing wave within the source 
material, coupling between the pump 
and the source is considerably better 
than in the two-resonator systems. 

For the dichroic coupler, a reflector 
with a hole in the center can be used. 
Since the pump beam is small and can 
be sharply focused by a lens, it can 
pass through the hole. Only an insig- 
nificant part of the larger-diameter 
source beam is lost In the opposite 
direction through the hole. 

Other types of dichrolc couplers can 
be used. For example. If the pump 
radiation is polarized perpendicularly 
to the source radiation, a Brewster 
plate with a coating can reflect pump 
light and transmit source light to a 
mirror. In another arrangement, a pair 


of prisms can be used in combination 
with a coating that reflects the pump 
beam into the source laser but allows 
part of the source radiation to exit. 

Portable pumped lasers emitting In 
the submillimeter wavelength region 
may be possible with the common- 
cavity design. Such instruments are 
needed for spectroscopy for plasma 
diagnostics, in atmospheric research 
(e.g., to measure pollutants and the 
effects of fluorocarbons), and In 
radarlike devices for ‘‘seeing’* through 
dense fog or smoke. 

This work was done by Gerhard A, 
Koepf of the National Academy of 
Sciences for Goddard Space Flight 
Center. For further information, 
Circle 17 on the TSP Request Card. 

This invention is owned by NASA, 
and a patent application has been 
filed. Inquiries concerning nonexclu- 
sive or exclusive license for its 
commercial development should be 
addressed to the Patent Counsel, 
Goddard Space Flight Center [see 
page A8]. Refer to GSC- 12237. 


Measuring Surface Displacements Optically 

Laser system measures changes in the position 
or roughness of a surface without physical contact. 


Marshall Space Flight Center, Alabama 


Using an optical correlation tech- 
nique, the displacement of a surface 
can be measured by the reflection of a 
laser beam and a holographic correla- 
tion filtering system. A photomultiplier 
with a translatable pinhole detects the 
movement of the correlation spot, 
which is directly proportional to 
surface displacement. The system can 
also be used to determine changes in 
the roughness or shape of the surface. 

As shown in the figure, the system 
splits the beam from a helium-neon 
laser Into two paths that recombine at 
a Vander Lugt filter used as a matched 
filter. One beam path is reflected from 
the surface of the object under study, 
and the second path is merely 
redirected by a mirror. The recom- 
bined beams are focused on a pinhole 
in the plate In front of a photomulti- 
plier. The pinhole is moved to obtain a 
maximum intensity reading, which 
occurs when the hole is at the 
correlation spot. The motion of this 
spot corresponds to the motion of the 



A Laser Holographic Correlation filtering system is used to measure displacements 
of surfaces or changes in surface condition, such as changes in roughness. 
Measurements are performed on a translated output plane with a pinhole located at 
the photomultiplier input. 


346 


NASA Tech Briefs, Fall 1978 


surface: When the displacement of the 
object surface is perpendicular to the 
optical axis of the system, the correla- 
tion spot also moves the same 
distance perpendicular to the axis, but 
in the opposite direction; surface 
displacements parallel to the optical 
axis cause the correlation spot to 


move along the axis. If translators are 
arranged for movement of the output 
pinhole in three dimensions, an object 
surface displacement In three dimen- 
sions can be measured. The surface 
condition of the object can be 
determined by measuring the intensity 
of the output. 


This work was done by Robert B, 
Owen of Marshall Space Flight 
Center. For further information, 
Circle 16 on the TSP Request Card. 

Inquiries concerning rights for the 
commercial use of this invention 
should be addressed to the Patent 
Counsel, Marshall Space Flight Center 
[see page A8]. Refer to MFS-23661 


Cosine-Corrected Optical Diffuser 

Window optics for spectroradiometer make flux in 
collimator proportional to cosine of incidence angle. 


NASA's Jet Propulsion Latx>ratory, Pasadena, California 


In solar-energy utilization studies, It 
is Important to measure accurately the 
combined solar and sky flux incident 
on an area. Optical radiometers and 
spectroradiometers measure the Inci- 
dent radiation centered on the optical 
axis of the Instrument, but for correct 
evaluation, it is also necessary to 
measure the flux arriving at other 
angles to the optical axis. This is 
accomplished by using a **cosine 
diffuser” that delivers to the collimator 
an amount of radiation proportional to 
the cosine of the angle of incidence of 
the incoming rays. However, most 
conventional cosine diffusers have 
limited accuracy and spectral range. 

A newly-developed cosine diffuser 
significantly reduces measurement 
errors. The device, shown in the 
illustration, is a combination of radia- 
tion transmitter and diffuser that 
cooperates with a collimated optical 
Instrument in such a way that the 
relative aperture of the instrument is 
filled. 

The radiation transmitter/diffuser 
uses an integrating sphere and in- 
cludes a planoconvex lens of fused 
quartz, with the convex upper surface 
polished and the lower surface 
ground. A quartz plate ground on both 
surfaces is mounted a short distance 
below the lens, flush with the Inner 
wall of the sphere. An aperture at the 
bottom of the sphere passes the beam 
Into the cone of Incidence of the 
optical Instrument. The inside surface 
of the sphere is coated with high- 
reflectance paint. 

Radiation from any given direction 
is refracted in the lens to irradiate its 
ground surface, producing partial 


RIM 



The Cosine-Corrected Diffusing Ele- 
ment uses an integrating sphere coated 
Inside with highly reflective paint. 
Diffusion Is provided by the flat ground 
lens surface and by two ground 
surfaces on the quartz plate. The total 
flux output measured at the outlet 
aperture is proportional to the cosine at 
the angle of Incidence. 


diffusion. The flux is further diffused by 
the two ground surfaces of the plate. 
In addition to these diffusions, the flux 
that is In the sphere but does not enter 
the cone of Incidence impinges on the 
inner sphere surface and is reflected 
onto the ground undersurface of the 
plate. This flux is then diffusely 
reflected into the cone of incidence, 
augmenting the total flux input. The 
efficiency of this arrangement signifi- 
cantly enhances the cosine propor- 
tionality. 

The magnitude of the flux redirected 
downward by the ground plate under- 
surface is dependent on the reflec- 
tance of the paint on the inner sphere 
surface and is reduced by the areas of 
the inlet and outlet apertures. In this 
configurfiitlon the gain In the sphere 
wall radiance by multiple reflectance 
is about 6. 

In cosine diffusers, the error at 90® 
is usually severe because scattered 
flux enters the system to produce 
spurious values as the 90® cutoff is 
approached. The rim used on this 
device can be adjusted with respect to 
the vertex of the lens to provide an 
accurate empirical control of the 
residual cosine error in the 80® to 90® 
region. Refraction at the convex 
surface of the lens turns the obliquely 
Incident rays toward the axis. The 
choice of the lens curvature Influences 
the effectiveness of the rim and the 
cosine correction in the region near 
45®. 

This work was done by Roger S. 
Estey of Caltech for NASA’s Jet 
Propulsion Laboratory. For further 
information. Circle 19 on the TSP 
Request Card. 

N PC- 14288 
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Vacuum-Ultraviolet Laser Uses Superfluid Helium 

Optical pumping would increase the 
lifetime of the metastable state. 


NASA’s Jet Propulsion Laboratory, Pasadena, California 


HIgh-power coherent ultraviolet 
radiation has potential applications in 
molecular reaction studies, power 
transmission in space, and biomedi- 
cal research. In a new proposal, a 
vacuum ultraviolet laser in the wave- 
length range around 0.800 micron 
would be produced by using optical 
pumping to increase the lifetimes of 
excited metastable molecules in 
superfluid helium. 

In the proposed method, superfluid 
helium would be pumped electroni- 
cally to produce excited He2 and 
then pumped by circularly-polarized 
0.9096-micron radiation to aline the 
excited He2 molecular spins. Experi- 
ments with gaseous helium dis- 
charges Indicate that spin Is con- 
served in two-molecular collisions. If 
so, molecules with alined spins would 
be prevented from deexcitIng to a 
state of spin zero or 1 . 

There is considerable experimental 
evidence that high-energy (>100-keV) 
electron bombardment produces 
excited helium atoms and molecules 
in superfluid helium. Most of these 
decay rapidly, but some survive to 
give metastable populations on the 
order of 10^2 to 10*13 cm-3. By alining 
the spins of the excited molecules In 
the superfluid through optical pump- 
ing, their deexcitation In bimolecular 
collisions could be suppressed, and 
concentrations on the order of 10** 3 
cm-3 may be possible. Saturation 
populations are expected to have life- 
times of a few seconds. 

A possible experimental system for 
a double-pumped superfluid helium 
laser is shown in Figure 1 . The super- 
fluid is excited by a 100- to 200-keV 
(10-/iA or less) electron beam to 
produce the metastable population 
(transition A, Figure 2). This popula- 
tion is spin-alined by optically pump- 
ing it with a 100-^W circularly- 
polarized CW laser at 0.9096 
(transistions B and B^). When a high 
concentration of spin-alined mole- 
cules has been generated, a strong 
microwave pulse initiates transition C 



Figure 1 . This Vacuum-Ultraviolet Laser would use electronic and optical pumping 
to produce spin-allned helium molecules. Microwave pulses would destroy the spin 
alinement to initiate the lasing transition. 
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Figure 2. These Helium Energy Levels 
are involved in the lasing action. An 
alternate optical pumping scheme 
(e3ng— a3iy) would use laser wave- 
lengths at about 0.4650 


from which lasing action (transition D) 
is triggered. The microwave pulses 
are timed to allow high concentrations 
of the metastable population to build 
up. Transition E Is the lower-state 
depopulating transition. 

This work was done by Jonas S. 
Zmuidzinas of Caltech for NASA’s Jet 
Propulsion Laboratory. For further 
information, Circle 20 on the TSP 
Request Card. 

This invention is owned by NASA, 
and a patent application has been 
filed, inquiries concerning nonexclu- 
sive or exclusive license for its 
commercial development should be 
addressed to the Patent Counsel, 
NASA Resident Legal Office-JPL [see 
page A8]. Refer to NPO-13993. 
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Solar- Powered Hot-Water System 

A proposed hot-water system would require 
no external power except solar energy. 


NASA's Jet Propulsion Laboratory, Pasadena. California 


AIR-BLEED 

VALVE 



Figure 1. This proposed Solar-Powered Hot-Water System would operate on solar 
energy only. In daylight, a solar-powered pump delivers cold water from the tank 
into the solar heater. The hot water from the solar heater is directed into the upper 
portion of the storage tank. A layer of open-celled foam inside the tank maintains 
thermal stratification between the hot- and cold-water levels. Predicted hot-water 
temperatures would vary between 100* and 120* F (38* and 49* C). 


A proposed solar-powered hot- 
water system (see Figure 1 ) includes a 
solar-powered pump, solar-thermally 
and hydrothermally operated valves, 
and a large storage tank filled with 
open-celled foam to maintain thermal 
stratification in the stored water. The 
system is self-controlling and would 
require no external energy sources, 
other than solar energy. It is installed 
In series with the standard domestic 
water supply. 

The solar-powered pump could be a 
steam engine or other heat engine 
driving a conventional rotary pump. 
Another possible approach would use 
a series of bimetallic elements that are 
alternately exposed to and shielded 
from Sunlight. The elements would 
change shape when heated by the Sun 
and then would return to their original 
shape when cooled. This would create 
a reciprocating motion that could 
power a pump. 

One such pump, which is being 
developed, uses a series of bimetallic 
disks (see Figure 2) mounted on a 
spindle. The perimeters of adjacent 
disks are welded together to form 
unitary elements. The left end of the 
assembly is anchored to a fixed 
surface, and the right end is con- 
nected to the spindle. When heat is 
applied, the spindle translates to the 
right; and when the assembly is 
cooled, the spindle shifts back to its 
original position. 

It has been calculated that for a 
stack of 132 disks with outside 
diameters of 1.5 In. (3.8 cm) and 
thicknesses of 0.031 in. (0.079 cm), a 
temperature difference of 50® F (10® 
C) would give a movement of about 
0.03 in. (0.76 mm) and produce a 
force of about 72 oz (20 N). 

In the typical installation shown in 
Figure 1, the solar collectors are 
mounted above the storage tank. 
During daylight hours, the solar- 
energy-operated mechanical pump 
delivers cold water from the bottom of 
the tank Into the collectors. The less- 
dense hot water from the collectors 
flows through a hydrothermally oper- 


ated valve. The purpose of this valve, 
which may be either a bimetallic 
system or a small bellows filled with 
paraffin, is to separate hot and cold 
water In the water tank. The valve 
directs hot water to the top of the tank. 
If it senses cold water, at night, or in 
Inclement weather, it directs It to the 
bottom of the tank. 

The tank is filled with open-celled 
foam that reduces turbulence and 
helps to keep the hot and cold water in 


separate layers. Typically, the tank 
would be larger than in conventionally- 
operated hot-water systems to store 
enough hot water to last for an entire 
night. At night, as the hot water is 
used, the cold-water level would rise 
automatically. 

The external water supply is direc- 
ted by the solar-thermally operated 
valve. This valve is similar In principle 
to the hydrothermally operated valve 
except that it is activated by solar 
(continued on next page) 
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BIMETALUC DISKS 



Figure 2. Bimetallic Disks, linked together and joined to a spindle at one end, could 
drive a solar-powered pump. When the disks are heated, they move the spindle to 
the right, when they are cooled, the spindle returns to the left. A baffle driven by the 
spindle would alternately expose and shield the disks in Sunlight. 


heat. In daylight, it routes the inlet 
water through a check valve Into the 
solar heater; at night, it routes the 
water into the lower part of the tank to 
prevent the cold water from being 
cooled even further in the inactive 
solar heater. 

This work was done by Earl R. 
Collins of Caltech for NASA’s Jet 
Propulsion Laboratory. For further 
information, Circle 21 on the TSP 
Request Card. 

NPO-14270 


Thin Slllcon-Solar-Cell Fabrication 

Flexible silicon slices of uniform thicknesses are 
fabricated by etching in a sodium hydroxide solution. 

NASA's Jet Propulsion Laboratory, Pasadena, California 


One of the critical steps in fabricat- 
ing thin (50- to 75-micron) silicon solar 
cells is the final thinning of the silicon 
slices. Maintaining a uniform thickness 
across a slice during this process Is im- 
portant for cell strength and resistance 
to damage In handling. Conventionally, 
silicon slices for microcircuitry or solar 
cells are etched by using various mix- 
tures of hydrofluoric, hydrochloric, ni- 
tric, and acetic acids; however, when 
the slices mu§t be very thin, these 
etchants cannot be controlled well 
enough to give the required uniform 
thicknesses. Thin silicon slices have 
been fabricated by a combination of 
chemical and mechanical thinning and 
polishing, but this process Is costly and 
time consuming. 


A new etching process for produc- 
ing flexible, thin silicon slices uses 5- to 
25-percent (by weight) solutions of 
sodium hydroxide in water. The etch- 
ant is heated to approximately 100® C, 
and the starting slices are Immersed, 
oriented vertically to allow the etch sol- 
ution to flow around them. The etch 
rate is determined by the solution con- 
centration and temperature; It aver- 
ages between 5 and 10 microns for 
each side per minute. This rate makes 
it easy to trim to the desired thickness, 
but it Is not so slow as to be production- 
rate limiting in batch processing. Agita- 
tion of the solution during etching has 
been found to be necessary to main- 


tain a uniform thickness, especially for 
batches of slices. 

Slices formed by this method have a 
very reproducible surface that has a 
fine “orange peel” texture. The me- 
chanical survival of slices prepared 
with this technique is far superior to 
that of slices prepared by other meth- 
ods. Phosphorous diffusion has been 
carried out successfully on cells pre- 
pared by this technique. 

This work was done by Joseph 
Lindmayer of Solarex Corp. for 
NASA’s Jet Propulsion Laboratory. 
For further information, Circle 22 on 
the TSP Request Card. 

NPO^ 14047 


Natural-Oxide Solar-Collector Coatings 

Optically selective coatings for solar collectors are 
produced by thermally treating stainless steel. 


Marshall Space Flight Center, Alabama 


Natural-oxide coatings, suitable for 
use on solar-collector surfaces, are 
produced by oxidizing stainless steel 
In a furnace after a series of cleaning 
and soaking operations. The coatings 
are inexpensive to produce, highly 
production oriented, and environmen- 
tally stable. 

The coating method was developed 
during experiments on stainless-steel 


tubes, using 302, 304, and 316 alloys. 
Stainless-steel tubes electroplated 
with sulfamate nickel or bright nickel 
0.25 mil (0.006 mm) in thickness were 
also tested as substrates. The most 
promising results were obtained with 
304-alloy stainless, for which natural- 
oxide coatings with absorptances of 
0.89 and emittances of 0.07 were 
produced. 


The major items of equipment 
necessary for the coating process are 
a chemical cleaning tank, a pickle 
tank, and a 1,650® F (900® C) 
furnace. Several cleaning and de- 
greasing stages, an alkaline soaking, 
and acid pickling are part of the 
process. 

To prepare a naturally-oxidized 
304-steel matt surface, the tube is 
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hand-wiped with xylene, and the 
surface is buffed with a wire wheel to 
obtain a uniform texture. It is then 
wiped and degreased with perchlor- 
ethylene at 250® F (120® C), alkaline- 
soaked at 170® F (77® C) for 20 
minutes, and hand-wiped. After 
another alkaline soaking for 5 minutes, 
the tube is rinsed in distilled water. It 
is then pickled at ambient temperature 
for 1 hour in an HNO3/HF solution, 
rinsed, and blow-dried. 

The dried tube is placed in a nylon 
tube and then into a tube furnace at 
1,650® F. Oxidation of a 2-ft (0.6-m) 
working length is carried out at 4.5 
in. /min (11.5 cm/min). 


Similar processes are used to 
obtain coatings on mill-finished 304 
stainless steel, on bright-annealed 
surfaces, and on vacuum-brazed 
surfaces. Experiments with the sulfa- 
mate nickel-plated samples have pro- 
duced stable coatings with good 
optical properties. This coating is 
superior to the steel-oxide surface in 
its resistance to saltwater spray. 

Both the steel-oxide and sulfamate 
nickel oxide coatings have withstood 
18-month exposure tests at 100 
percent relative humidity and temper- 
atures of 95® F (35® C). The same 
durability was exhibited during 250 
equivalent Sun-hours of ultraviolet 


exposure. The steel oxide also with- 
stood 25 days of thermal cycling 
between 1 ,000® F (540® C) and room 
temperature. 

This y^ork was done by Albert C. 
Krupnick, Marion L. Roberts, and Max 
H. Sharpe of Marshall Space Flight 
Center. For further information, 
Circle 23 on the TSP Request Card. 

This invention has been patented by 
NASA [U.S. Patent No. 4,104,134]. 
Inquiries concerning nonexclusive or 
exclusive license for its commercial 
development should be addressed to 
the Patent Counsel, Marshall Space 
Flight Center [see page A8]. Refer to 
MFS-23518 


Mounting Procedure for Geological Samples 

A mounting procedure originally developed for 
lunar samples preserves geological specimens. 


Lyndon B. Johnson Space Center, Houston, Texas 
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The Steps for Mounting Fine-Grain Geological Samples are: (1) mounting of a 
polyethylene cylinder on a substrate; (2) placing the samples on an epoxy film; (3) 
filling the cylinder with epoxy; (4-5) removing the polyethylene cylinder, followed by 
grinding and polishing; (6) applying new substrate; and (7-8) inverting the 
assembly, grinding off theoriginai substrate, and grinding and polishing the sample 
to its final dimension. 


A specimen-mounting procedure, 
originally developed for lunar samples, 
displays tiny chips and grains for 
microscopy and other applications. 
The sequence of potting and grinding 
operations produces thin sections 
through the grains that are easy to 
handle and are well protected for 
storage. 

In the method (see figure), a small 
polyethylene cylinder is epoxied to a 
glass or silica substrate, (Step 1) and 
a thin film of epoxy with an area 
slightly larger than the area of the 
grains to be mounted is spread on the 
surface of the substrate (Step 2). The 
grains are carefully arranged, using a 
binocular microscope, so as to be at 
or near the center of the cylinder. 

Next the cylinder is nearly filled 
with epoxy, the air is evacuated, and 
the epoxy is cured (Step 3). Following 
this, the polyethylene cylinder is 
pulled away, leaving the epoxy 
cylinder with the grains attached to 
the substrate, and the cylinder is 
ground down to the grains by using a 
grinding machine (Steps 4 and 5). The 
cylinder is further carefully ground by 
hand to the major horizontal dimen- 
sions of the grains. For a range of 
grain sizes, an average of the largest 
horizontal dimensions can be used. 


The surface is then hand ground 
and polished (Step 6). After polishing. 
It Is covered with a thin film of epoxy, 
a new substrate is applied to the 
surface, and the epoxy is cured. 


Finally, the first substrate is ground 
away, and the sample Is reduced to 
approximately 35 to 40 microns for a 
section that Is to have a final 
thickness of 30 microns. It Is hand 
(continued on next page) 
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ground and polished to the final 
dimension (Steps 7 and 8). 

When compared with previous 
methods that did not use the poly- 
ethylene cylinder, the new method 
was found to result in more represent- 
ative sections of a mixture of grains of 


different sizes. In the earlier ap- 
proaches, either the smallest grains 
were completely ground away or 
sections of large grains represented 
only a portion of the edges of the 
grains. The new method was also 
more effective in distributing the 


grains uniformly over the slide. 

This v^ork was done by Daniel I. 
Jezek of Northrop Services, Inc., for 
Johnson Space Center. For further 
information, Circle 24 on the TSP 
Request Card. 

MSC-18206 


Modular Heat-Pipe-Radiator Panel 

Modular construction improves 
reliability and thermal performance. 


Lyndon B. Johnson Space Center, Houston, Texas 


A new heat-pipe panel (see figures) 
is assembled by joining a series of 
heat-pipe modules. Each module Is 
Identical and Includes Its own radiator 
fins and fluid-header section. Thus, a 
panel of any area can be formed by 
welding the required number of heat- 
pipe submodules together. 

A prototype of the new design In- 
cludes one low-freezing-point propane 
heat pipe at the Inlet, all of the other 
submodules use ammonia heat pipes. 
This arrangement gives a high turn- 
down ratio (maximum load/minimum 
load) by permitting the ammonia heat 
pipes to freeze under low-load condi- 
tions while the propane heat pipe con- 
tinues to operate. When the load in- 
creases due to rising temperature at 
the inlet, the adjacent ammonia pipes 
thaw by cross-fin conduction until the 
entire panel is operative. 

Thermal tests of the prototype have 
shown that the panel quickly responds 
to changes In inlet conditions and en- 
vironment, with the performance 
coming very close to theoretical pre- 
dictions. The maximum heat rejection 
recorded was about 2,800 W, which 
exceeded the 2,200-W design require- 
ment. Performance during the 
freeze/thaw test sequences demon- 
strated a low-load (frozen-panel) ca- 
pacity of 76 W, which yields a turn- 
down ratio of 36/1 . 

In a test of a propane/ammonia heat- 
pipe system a panel with all ammonia 
pipes frozen was thawed within 3 hours 
in a - 300® F ( - 1 84® C) environment 
by simply increasing the fluid Inlet tem- 
perature. After thawing, several 
steady-state test points were rerun, 
and no performance degradation due 
to the freeze/thaw cycle was found. 


FIRST MODULE IS PROPANE-FILLED; 



Figure 1. A Modular Heat-Pipe-Radiator Panel can be expanded or reduced to match 
the user’s needs. 
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Figure 2. Heat-Pipe Submodule (Left) and Fluid-Header Joint (Right) are shown in 
detail. 
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The thermal response of the panel to 
programed oscillations in the inlet tem- 
perature was also good, with fluid heat 
rejection closely following the changes 
in Inlet conditions. 

The new heat-pIpe-radiator panel 


should be competitive In thermal per- 
formance with fluid-loop systems used 
In waste-heat rejection applications. 
The advantage of heat pipes is that 
they are not subject to single-point fail- 
ures, as are fluid loops that can fail due 


to tube-wall puncture. 

This work was done by Joseph Alario 
of Grumman Aerospace Corp. for John- 
son Space Center. No further docu- 
mentation is available. 

MSC-16625 


Estimating Regionai Heat Fiux From Scanning Radiometer Data 

A statistical method is useful 
in meteorological studies. 


Langley Research Center, Hampton, Virginia 


By accurately measuring the radia- 
tion flux of the Earth, scanning radi- 
ometers on satellites contribute signi- 
ficantly to our understanding of 
climatic changes and oceanic and 
atmospheric circulation. In these 
experiments, accurate radiation-flux 
information is needed for regions with 
boundaries that are typically 10® by 
10® to 20® by 20® on great-circle arcs. 
Since the scanning radiometer pro- 
duces high-resolution data over a 
much smaller area (typically 100 km 
across), the researcher must combine 
the scanning data to determine the 
average heat flux over the entire 
region. 

The data can be averaged by a 
statistical method for extracting re- 
gional heat-flux information from the 
scanning data. In this approach, the 
radiative-flux distribution is represen- 
ted by an unbiased, truncated double 


Fourier series with coefficients to be 
determined from measurements. The 
method uses a matrix approach to 
determine the best linear estimate of 
the total flux consistent with the 
condition of minimum variance. With 
It, researchers can study various 
options in scanner design, such as 
varying the scan pattern, the scan 
rate, and the radiometer fleld-of-view. 

In an application of the method, a 
scanning radiometer is assumed to 
operate at an altitude of 833 km. The 
sensor has a circular field-of-view of 
6®, and the size of the region to be 
scanned is approximately 310 by 750 
km. The scanning mode Is a cross- 
track scan in which the scanner 
sweeps out a path nearly perpendic- 
ular to the satellite velocity vector at a 
rate of 27® per second. It is assumed 
that measurements over the regions 
being scanned do not overlap. 


In the example, six measurement 
patterns, ranging from a single meas- 
urement to 21 measurements, were 
considered. The standard deviations 
of the average regional radiation-flux 
estimates were calculated for each 
case. The example also investigated 
the effect of moving the measurement 
field over the region. The results show 
that the standard deviation of the 
average-flux estimate decreases as 
the number of measurements In- 
creases, from about 19 W/m2 for a 
single measurement to about 3 W/m2 
for 21 measurements, which fill the 
region. Moving the measurement field 
within the region also had a slight 
effect. 

This work was done by T. Dale Bess 
and G. Louis Smith of Langley 
Research Center. For further infor- 
mation. Circle 25 on the TSP Request 
Card. 

LAR-12158 


Books and Reports 

These reports, studies, and hand- 
books are available from NASA as 
Technical Support Packages (TSP's) 
when a Request Card number is 
cited; otherwise they are available 
from one of NASA's Industrial 
Application Centers or the National 
Technical Information Service. 


Energy Conversion 
Alternatives Study 

Comparison of advanced 
coal-based energy systems 

A summary report describing the 
Energy Conversion Alternatives Study 
(EGAS) is now available. This study 
was undertaken to Identify and com- 
pare various advanced energy conver- 
sions systems that can use coal or 


coal-derived fuels for baseload elec- 
tric power generation. The study was 
an Integrated government /Industry 
effort sponsored by the National 
Science Foundation, the Energy 
Research and Development Admin- 
istration (now the Department of 
Energy), and NASA. 

The objectives of EGAS were (1) to 
provide Information, at a comparable 
level of detail for each system, that 
would enable Impartial evaluation of a 
variety of advanced concepts for 
(continued on next page) 
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electric-utility baseload powerplants 
using coal or coal-derived fuels and 
(2) to define the relative potential of 
these concepts for meeting the 
Nation’s future electrical-generating 
needs and environmental constraints. 
For each powerplant concept, the 
study provides estimates of the overall 
efficiency (coal pile to bus bar) In 
converting coal to electricity, power- 
plant capital costs, the cost of 
electricity, environmental intrusion, 
and the resources and time required to 
bring the powerplant to a state of 
readiness for commercial service. 

EGAS was conducted in two 
phases. Phase 1 consisted of a 
parametric analysis; phase 2 treated 
conceptual design of certain selected 
powerplants together with develop- 
ment plans and an implementation 
assessment. In phase 1, emphasis 
was placed on broad coverage of the 
energy conversion systems over a 
wide range of variable conditions. 
Approximately 900 parametric points 
were calculated, and the results were 
compared and evaluated. 

Based on the results of the phase 1 
parametric analysis, an Interagency 
Steering Committee selected 1 1 con- 
cepts for more detailed evaluation in 
phase 2. Focus on a relatively small 
number of advanced energy conver- 
sion concepts In phase 2 permitted 
technical and economic evaluation to 
be made in much greater depth than 
that in the phase 1 parametric 
analysis. The systems studied in 
phase 2 included steam systems with 
both atmospheric- and pressurlzed- 
fluldized-bed boilers; combined-cycle 
gas-turbine /steam systems with inte- 
grated gasifiers or fired by a semi- 
clean coal-derived fuel; a potassium/ 
steam system with a pressurized- 
fluldlzed-bed boiler; a closed-cycle 
gas-turbine/organic system with a 
high-temperature, atmospheric-fluid- 
Ized-bed furnace; a direct-coal-fired, 
open-cycle magnetohydrodynamic/ 
steam system; and a molten-carbon- 
ate fuel cell /steam system with an 
integrated gasifier. 

Based on the phase 2 results using 
the EGAS ground rules, three systems 
showed substantial potential for higher 
overall efficiency together with lower 
cost of electricity: (1) the low-Btu 
gasifier / molten-carbonate fuel cell / 
steam system, (2) the coal /open- 
cycle MHD/steam system, and (3) the 
low-Btu gasifier/gas-turbine/steam 


combined-cycle system. 

The EGAS reports provide govern- 
ment, industry, and the general public 
with a technically consistent basis for 
comparing a number of advanced- 
technology power system options of 
Interest for fossil-fired electric-utility 
application. 

This work was done by Lloyd I. 
Share of Lewis Research Center. 

Further information may be found in 
NASA TM-73871 [N78-24659], 

“Energy Conversion Alternatives 
Study [ECAS] Summary Report, 
September 1977,“ a copy of which 
may be obtained at cost from the New 
England Research Application Center 
[see page AT]. 

LEW-13096 

Problems Encountered in 
Solar Heating and Cooling 
Systems 

A compilation of problems and 
their resolutions can assist 
designers of solar-energy 
systems and prevent a 
rep)etition of errors. 

Some of the experiences of 
workers at Marshall Space Flight 
Genter in developing solar heating and 
cooling systems are compiled in a 
new report. Hardware problems that 
were encountered (and resolved) 
during design, production, installa- 
tion, and operation phases are orga- 
nized in a 29-page tabular format that 
can help others to reduce the develop- 
ment time of solar-energy systems. A 
six-page summary of work at 
Marshall and by contractors in sup- 
port of Department of Energy (DOE) 
solar-energy programs is also in- 
cluded in the report. 

The hardware problems are com- 
piled in five tables. These give the 
problems encountered and one reso- 
lution for each. The resolution can 
vary with hardware, locality, and 
other factors peculiar to each system. 
Table 1 lists general problems that 
could be found In most collectors; 
tables 2 and 3 are restricted to 
problems of liquid and air collectors; 
respectively; table 4 describes prob- 
lems with storage subsystems; and 
table 5 describes system problems. 

Some of the problems became 


obvious during design, production, 
installation, and checkout. Others, 
particularly those associated with 
deterioration under long-term usage 
and at stagnation temperatures, did 
not become apparent until the system 
was in operation. Some problems 
were caused by poor workmanship, 
resulting from not recognizing the 
more stringent requirements of solar 
installations as compared to normal 
plumbing and heating systems. 

Many of the problems were quite 
subtle. For example, in certain sys- 
tems, sheet-metal panels that had 
been sheared and bent to form 
collector housings had not been 
treated with a corrosion inhibitor along 
the sheared edges and began to 
deteriorate along the edges. 

Other problems encountered were 
the contamination of heat exchangers 
by machine oil and metal filings and 
the loosening of fluid seals during 
shipping. In some systems, algae 
were found in tanks and transport 
lines after long periods of operation. 
In all, over 150 separate problems are 
addressed, covering virtually all 
aspects of system operation. 

The solar-energy systems installed 
for the Marshall program have mon- 
itoring sensors (e.g., temperature, 
flow, power, insolation, and wind 
velocity and direction) to determine 
the performance of the system. The 
outputs of the sensors are fed to a site 
data-acquisition subsystem (SDAS) 
that scans all the sensors at 5-minute 
Intervals (some can be scanned more 
rapidly If necessary) and records the 
data on tape. A central computer calls 
the SDAS through a telephone line and 
reads the data on the tape. Then, the 
tape Is erased and is ready to 
continue recording data. The central 
computer calculates and prints the 
performance of the system in a pre- 
determined format. 

This work was done by Mitchell 
Cash of Marshall Space Flight 
Center. Further information may be 
found in DOE /NASA TM-78172, 
“Hardware Problems Encountered in 
Solar Heating and Cooling Systems, “ 
a copy of which may be obtained at 
cost from the New England Research 
Application Center [see page AT]. 

Inquiries concerning rights for the 
commercial use of this invention 
should be addressed to the Patent 
Counsel, Marshall Space Flight Center 
[see page A8]. Refer to MFS-23974. 
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Prototype Solar-Heating 
System — Design Package 

Package contains documents 
and drawings sufficient to 
assemble a working system. 

A 171 -page design package for a 
complete residential solar-heating 
system has been published. The 
system is described in “Prototype 
Solar-Heating System” (MFS-23916) 
on page 201 of NASA Tech Briefs, 
Vol. 3. No. 2. 

The first prototype of this system, 
which includes air flat-plate collectors 
and pebble-bed heat storage, was 
installed in Huntsville, Alabama. A 
second prototype is being installed at 
Carlsbad Caverns, New Mexico. The 
prototypes were designed for buildings 
in the size range from 1 ,500 to 2,500 
ft2 (139 to 232 m2); however, they 
can be scaled up or down to 
accommodate heating and hot-water 
requirements for other single-family or 
multifamily dwellings or for commer- 
cial buildings. 

The package includes documents 
and drawings that describe the per- 
formance, design, verification stand- 
ards, and hazard analysis of the 
system with sufficient Information to 
assemble a working system. 

[Also see related articles: “Proto- 
type Solar-Heating System — Engi- 
neering Analysis” (MFS-23910) and 
“Prototype Solar-Heating System — 
Installation Manual” (MFS-23907) on 
page 213 of NASA Tech Briefs, Vol. 3, 
No. 2. 

This work was done by IBM Corp. 
for Marshall Space Flight Center. 

Further information may be found in 
NASA CR-150614 [N78-21589], “Sys- 
tem Design Package for IBM System 
One Solar Heating And Domestic Hot 
Water," a copy of which may be 
obtained at cost from the New England 
Research Application Center [see 
page AT]. 

MFS-23945 


Prototype Residential 
Solar-Energy System — 
Design Package 

A compilation of documents 
and drawings for a complete 
solar-heating system 

A complete solar-heating system, 
described In “Prototype Residential 
Solar-Energy System” (MFS-23932) 
on page 211 of NASA Tech Briefs, 
Vol. 3, No. 2, can be assembled with 
the help of a design package that has 
recently been made available. The 
108-page package includes docu- 
ments and drawings for the design, 
performance verification, and hazard 
analysis of the prototype. 

The system, which Includes a 
silicone-fluid collector subsystem and 
hot-water storage, has been installed 
In a residential building on the grounds 
of the Veterans* Administration 
Hospital, Togus, Maine. It can be 
adapted to other buildings without 
changing the basic design. 

[Also see related article: “Prototype 
Residential Solar Energy System — 
Engineering Analysis” (MFS-23929) 
on page 212 of NASA Tech Briefs, 
also Vol. 3, No. 2.] 

This work was done by IBM Corp. 
for Marshall Space Flight Center. 
Further information may be found in 
NASA CR-15021, "System Design 
Package for SIMS Prototype System 2, 
Solar Hot Water," a copy of which 
may be obtained at cost from the New 
England Research Application Center 
[see page AT]. 

MFS-23953 

Prototype Residential 
Solar-Energy System — 
Installation Package 

Installation guidelines for the 
architect and engineer 

The installation package for the 
prototype residential solar-heating 
system described in the preceding 
article can be obtained by requesting 
the reported cited below. 


Included In the package are a brief 
functional description of the system 
and a summary of Its operation. 
General guidelines for installation of 
the separate components, including 
the collectors, the heat exchanger, 
the tanks, and the insulation, assist 
the architect or builder in developing a 
detailed installation plan. A section on 
operation, maintenance, and repair is 
partly devoted to a discussion of 
preventive maintenance. Drawings 
complement the text material. 

This work was done by IBM Corp. 
for Marshall Space Flight Center. 
Further information may be found in 
NASA CR-1 50639, "Installation Pack- 
age for SIMS Prototype System 2, 
Solar Hot Water," a copy of which 
may be obtained at cost from the New 
England Research Application Center 
[see page AT]. 

MFS-23956 

Hot-Air Flat-Plate Solar 
Collector — Design Package 

Includes design data, 
drawings, and performance 
specifications 

A 35-page report contains design 
data, performance specifications, and 
detailed drawings for an hot-air flat- 
plate solar-energy collector. [See 
“Prototype Air Flat-Plate Solar Collec- 
tor” (MFS-23893) and “Flat-Plate 
Solar Collector — Installation Package 
(MFS-23921) on page 214 of NASA 
Tech Briefs, Vol. 3, No. 2.] The report 
should be useful to engineers and 
architects who might want to Include 
this unit In a solar-energy System. 

The collector, a 4- by 8-ft (1 .2- by 
2.4-m) panel, is supported on a lower 
frame made of aluminum angle 
extrusion. An inner aluminum frame 
supports tempered glass covering a 
“floating” absorber panel that allows 
for expansion and contraction. The 
absorber panel is coated with hlgh- 
absorptlvity black paint. The primary 
method of heat transfer is by forced air 
convection through a plenum below 
the absorber. 

Insulation is placed on the outside 
of the collector to minimize heat 
(continued on next page) 
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losses and to avoid contamination of 
the glazings by outgassing of the 
insulation. The insulation is installed 
between the back of the collector and 
the roof, between adjacent collectors, 
and around the perimeter of the 
collector. 

The performance specifications 
contained in the report include a plot 
of minimum collector efficiency versus 
the Inlet/ambient temperature differ- 
ential. Over 16 pages of design 
drawings are supplied. 

This work was done by Life 
Sciences Engineering for Marshall 
Space Flight Center. Further infor- 
mation may be found in NASA 
CR- 1 506 11, ' 'Subsystem Design 

Package for Solar II Collector, ” a copy 
of which may be obtained at cost from 
the New England Research Applica- 
tion Center [see page AT]. 

MFS-23941 

Evaluation of an Air Solar 
Collector 

A performance verification 
under simulated conditions 

The performance of an air solar 
collector [see “Prototype Air Flat- 
Plate Solar Collector” (MFS-23893) 
and “Flat-Plate Solar Collector — 
Installation Package (MFS-23921) on 
page 21 4 of /VASA Tech Briefs, Vol. 3, 
No. 2] was tested by using the 
Marshall Space Flight Center solar 
simulator. The evaluation included 
thermal performance tests, time- 
constant tests, and incident-angle- 
modifier tests. The results are pre- 
sented as tables and graphs and are 
analyzed in detail. 

The collector is a double-glazed flat 
plate with air as the heat-transfer 
medium. Its gross area is 32 square 
feet (2.9 m2). The absorber plate Is 
black-coated. 

Thermal performance data are 
presented for flow rates of 66 and 120 
stdft3/min (1.9 and 3.4 m3/min) and 
Inlet temperatures between 67.8® and 
166® F (19.8® and 74.4® C). Stagna- 
tion tests were run with the flow inlet 
and flow outlet capped and the 
collector exposed to a simulated solar 
flux of about 1,500 Btu/ft2-d (407 
cal/cm2-d). 

In the incident-angle-modifier tests, 
the radiation was allowed to strike the 


collector at angles (0) of 30®, 40®, 
50®, and 60® with respect to the 
normal to the collector surface. The 
results are presented as a plot of 
incident-angle modifier versus (cos 
0)-1 - 1 . 

This work was done by the Solar 
Energy Systems Division of Wyle 
Laboratories for Marshall Space Flight 
Center. Further information may be 
found in DOE /NASA CR-1 50665, 
"Indoor Test for Thermal Performance 
Evaluation on Life Sciences Engineer- 
ing [Air] Solar Collector, ” a copy of 
which may be obtained at cost from 
the New England Research Applica- 
tion Center [see page AT]. 

MFS-239T8 

Indoor Tests of a Hot-Air 
Solar Collector 

Data taken by using a solar 
simulator can be compared 
with outdoor test data. 

The hot-air solar collector refer- 
enced in “Thermal Performance of a 
Hot-Air Solar Collector” (MFS-23891) 
on page 215 of NASA Tech Briefs, 
Vol. 3, No. 2, has been tested indoors, 
using the Marshall Space Flight Center 
solar simulator. The test data may be 
compared with data taken during 
outdoor tests in previous studies. 

The test article is a single-glazed 
collector with a nonselective absorber 
plate, an aluminum box frame, and 
isocyanurate foam Insulation 1 inch 
(2.54 cm) in thickness. The 65-pound 
(29.4-kg) collector has a surface area 
of 25.6 ff2 (2.38 m2). 

The indoor test data, including 
thermal-performance tests, time- 
constant tests, and incident-angle 
modifier tests, are presented in a 
series of tables and graphs. Each of 
the data sets is discussed and 
analyzed. 

This work was done by Wyle 
Laboratories for Marshall Space 
Flight Center. Further information 
may be found in NASA CR-1 50631, 
"Indoor Thermal Performance Evalua- 
tion of The SEPCO Air Collector, ” a 
copy of which may be obtained at cost 
from the New England Research 
Application Center [see page AT]. 
MFS-23954 


Performance Evaluation of 
an Air Solar Collector 

Indoor tests on a single-glazed 
flat-plate collector 

The procedures and results of 
evaluation tests on a flat-plate air 
solar collector are described in a new 
report, referenced at the end of this 
article. The tests were made by using 
the Marshall Space Flight Center solar 
simulator. They included stagnation 
tests and an evaluation of the 
collector thermal performance under 
various combinations of flow rate. 
Incident flux, inlet temperature, and 
wind speed. Time-constant tests and 
incident-angle-modifler tests were 
also carried out to determine the 
transient effect and the Incident-angle 
effect. The results are presented in 
graphs and tables and are discussed. 

The single-glazed collector uses air 
as the heat-transfer medium. The 
glazing is 3/16 in. (0.48 cm) In 
thickness, with 92 percent trans- 
mittance; the absorber is copper 
sheet with a selective black coating. It 
has 0.90 absorptivity and 0.12 emls- 
slvity. Outside dimensions are 36 by 
84 by 4 in. (91.4 by 213.4 bv 10.2 
cm). The gross area Is 21 .0 ft^ (1 .95 
m2). 

The thermal-performance tests 
were done at inlet temperatures of 
from 0® to 100® F (0® to 55.5® C) 
above ambient in steps of 25® F 
(13.8® C). Airflow rates were 42 and 
105 stdft3/min (1 .2 and 3.0 m3/min); 
Insolation rates were 250 and 300 
Btu/h-ft2 (0.019 and 0.022 
cal/s-cm2); and wind speed was 7.5 
mi/h (3.3 m/s). The measured 
efficiencies approached 60 percent 
under the most favorable conditions. 

This work was done by the Solar 
Energy Systems Division of Wyle 
Laboratories for Marshall Space 
Flight Center. Further information 
may be found in DOE /NASA 
CR-1 50666, "Indoor Test for Thermal 
Performance Evaluation of the Sun- 
works [Air] Solar Collector, " a copy of 
which may be obtained at cost from 
the New England Research Applica- 
tion Center [see page AT]. 

MFS-23968 
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Outdoor Tests of a Liquid 
Soiar Coliector 

Thermal efficiency was tested 
under varied conditions. 

The results of an outdoor test 
program to evaluate the thermal 
performance of a liquid solar collector 
are presented in a new report. The test 
article is a flat-plate collector with an 
antifreeze solution as the working 
fluid. Its absorber plate is aluminum. 


Computer Programs 

These programs may be obtained at 
very reasonable cost from CX)SMIC, 
a facility sponsored by NASA to 
make new programs available to the 
public. For information on program 
price, size, and availability, circle 
the reference letter on the COSMIC 
Request Card in this issue. 

Power Loss for High-Voltage 
Solar-Cell Arrays 

Electric field, particle 
collection, and power loss are 
all calculated. 

The power loss for high-voltage 
solar-cell arrays is computed by 
calculating the three-dimensional 
electric field surrounding an arbitrary 
two-dimensional rectangular grid of 
potentials. These are arbitrarily 
assigned to represent an uninsulated 
solar array. 

The program calculates particle 
fluxes or densities, that is, moment 
integrals of the velocity distribution at 
arbitrary points in space, when the 
electric field is given. (A moment 
integral is expressed as an integral of 
the phase space density over the 
three-dimensional velocity space.) 
Replacement of the triple integral by 
an approximating Gaussian quadra- 
ture sum is equivalent to representa- 
tion of the contributions of a continu- 
um of trajectories by those of a finite 
number. 


The stainless-steel tubing through 
which the fluid flows Is 1 /2 Inch (1 .27 
cm) in diameter. Tables and graphs 
show the variation of the collector 
efficiency with inlet temperature, flow 
rate, and windspeed. 

Twenty tests were conducted at 
flow rates of 380 and 680 Ib/h (172 
and 308 kg/h) and Inlet temperatures 
from 24.5® to 157.6® F (14® to 87® C) 
above ambient. Windspeed varied 
between 2 and 9 ml/h (0.9 and 4 
m/s). The thermal efficiency of the 
collector was determined in each test; 


On each trajectory the phase space 
density is constant. The trajectories 
are dynamically reversible In the time- 
independent field, and by following 
each trajectory backward In time to Its 
origin (meaning "infinity” In the 
plasma or a nearly emitting surface) 
where the phase space density is 
considered known, one may evaluate 
the terms in the quadrature sum. The 
power loss to the array surface is then 
given by an Integration of power 
fluxes, which are products of local 
voltage and current density over the 
surface. Space charge effects are not 
considered in this program. 

The inputs to the program are: 

•The two-dimensional array config- 
uration. 

•The particle population and particle 
energy in space. 

•The number and space of array and 
three-dimensional grid points to be 
used in the computation. 

The outputs of the program are: 
•The three-dimensional electric field 
around the array. 

•The rate of charged-particle collec- 
tion at each grid point on the two- 
dimensional array. 

•The total charged-particle collection 
on the array and the resultant total 
power loss. 

The computer program can Incor- 
porate positive and negative charge 
flows, and the balance between 
positive and negative flows can be 
performed by Iteration. 


It ranged between 18.1 and 54.2 
percent. 

This vi/ork was done by the Solar 
Energy Systems Division of Wyle 
Laboratories for Marshall Space 
Flight Center. Further information 
may be found in DOE /NASA 
CR- 150675, “Outdoor Thermal Effh 
ciency Evaluation of the Ying Solar 
Collector, ” a copy of which may be 
obtained at cost from the New England 
Research Application Center [see 
page A/]. 

MFS-23969 


The program is written in FORTRAN 
IV for use on a UNIVAC 1100/40 
computer. 

This program was written by Lee W. 
Parker of Lee W. Parker, Inc,, for 
Lewis Research Center. For further 
information. Circle A on the COSMIC 
Request Card. 

LEW-12865 

Ocean-Wave Ray or Crest 
Diagrams in Shoaling Waters 

Automatic generation of 
diagrams requires minimal 
computer resources. 

A program developed to aid studies 
of linear ocean-wave refraction fea- 
tures random-access modular storage 
of bathymetry data to minimize com- 
puter resource requirements. Any of 
three bottom-topography approxima- 
tion techniques are available for 
varying degrees of bathymetry data 
smoothing. This allows the user to 
assess the sensitivity of computed 
results to the degree of smoothing 
chosen. Wave ray patterns can be 
generated and plotted automatically 
with either a specified, uniform, deep- 
water ray spacing or a constrained, 
nearshore ray spacing. As an option, 
wave crest patterns can be construc- 
ted and plotted by using a cubic poly- 
nomial to approximate Individual crest 
segments between adjacent rays. This 
(continued on next page) 
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program is a study tool that could be 
used to forecast ocean conditions for 
ship routing and offshore activities. 

Wave refraction diagrams can be 
Interpreted as either a group of wave 
crests at a particular time or as the 
successive positions of a particular 
wave crest as It moves shoreward. 
The nrKXjel used is based on one 
developed by Dobson that couples 
wave ray construction by using a grid 
of water depths and a finite-difference 
solution to the wave intensity equation 
developed by Munk and Arthur. 
Bathymetry data are stored and used 
In modular form by using random- 
access techniques. This approach 
allows very large geographical regions 
to be studied with fewer computer 
resources but does not restrict the 
applicability of the model to smaller 
areas. 


Ocean bottom topography can be 
approximated by quadratic least 
squares, cubic least squares, or 
constrained bicubic interpolation tech- 
niques. In the normal mode, the 
spatial position of the initial pgint on 
each wave ray in a particular* set is 
computed automatically to achieve a 
uniform deepwater ray density. In this 
mode the user can readily identify 
areas of relatively high or low energy 
on the resultant refraction diagram as 
areas of convergent and divergent ray 
groups. 

As an alternative, one can request 
automatic computation of deepwater 
ray spacing required to satisfy speci- 
fied constraints on nearshore ray 
density. This option provides in- 
creased directional Information in the 
nearshore zone while sacrificing the 
easy Identification of high- or low- 


energy regions. Wave crests can be 
constructed by using a cubic poly- 
nomial to approximate the crest 
segment between corresponding 
points on adjacent rays. A request for 
crest output requires selection of the 
controlled nearshore ray-density 
option. 

This program is written in FORTRAN 
IV for batch execution and has been 
implemented on a CDC Cyber 1 73 with 
a central memory of approximately 
75K octal of 60-bit words. For plotted 
output a CALCOMP or similar plotting 
system is required. 

This program was mitten by W. 
Douglas Morris and Lamont R. Poole 
of Langley Research Center and 
Stuart R. LeCroy of Vought Corp. For 
further information, Circle B on the 
COSMIC Request Card. 

LAR-12380 
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Coal Desulfurization With Iron Pentacarbonyl 

Treatment under mild conditions removes 
up to 80 percent of organic sulfur. 


NASA's Jet Propulsion Laboratory, Pasadena, California 


xFe(CO)^ 




CO CO 


CO 

/ 

. Fe — CO + Sulfur-containing Compounds 
\ 

CO 


CO 


Figure 1 . The Iron Pentacarbonyl Desulfurization Process is based on the reaction 
of thiophene compounds and Fe(CO)5. The sulfur-containing compounds resulting 
from iron pentacarbonyl treatment may Include COS and compounds containing iron 
and sulfur. 



Figure 2. The Desulfurization Reactor is equipped with a solvent recovery system 
for reflux of benzene. The reacted slurry is distilled to recover benzene for recycle in 
the system. The desulfurized coal is further treated either by magnetic separation or 
froth floatation to remove minerals Including pyritic and sulfate sulfur. The final 
product is a desulfurized and deashed clean coal. 


Most present-day coal desulfuriza- 
tion processes are quite expensive. 
They require large amounts of hydro- 
gen or petroleum derivatives, expen- 
sive equipment, and high tempera- 
tures and pressures. Furthermore, the 
extreme conditions are hard on 
equipment, causing major mainte- 
nance expenses. 

Preliminary tests on an iron penta- 
carbonyl desulfurization process 
suggest It may be economical enough 
to encourage more extensive investi- 
gation of its use for coal desulfuriza- 
tion. Iron pentacarbonyl In low-cost 
aromatic solvents has removed up to 
80 percent of the organic sulfur 
present in high-sulfur bituminous coal 
at low temperatures and atmospheric 
pressure. 

The method is based on the 
reactions shown In Figure 1 . A slurry 
of powdered coal (200 mesh) and iron 
pentacarbonyl in benzene or toluene is 
heated in a stirred glass reactor at 70® 
to 100® C and a pressure of 1 
atmosphere for less than 6 hours. 
This treated slurry is heated in a 
stainless-steel cylinder at 160® C for 
15 minutes to 4 hours to decompose 
any un reacted iron pentacarbonyl. 
Then it is filtered, and the coal Is 
dried. 

The pyritic sulfur and ash can be 
removed by froth floatation. Another 
possible method of removing these 
Impurities from the coal is outlined In 
Figure 2. In this process, a slight 
excess of iron pentacarbonyl is used; 
following desulfurization, the slurry 
and gas are heated to decompose the 
iron pentacarbonyl. According to the 
literature, the decomposition results 
in a thin skin of magnetic material on 
ash and the pyritic sulfur but not on 
the coal. Magnetic separation can 
remove the ash and pyrites. 

The sulfur-containing acid gas, 
COS, in the product gas stream can be 


economically recovered as a byprod- 
uct of the sulfinol process. The iron 
pentacarbonyl can be regenerated by 
passing CO gas through a hot (200® C) 
bed of iron filings. If the cost of safety 
measures in handling the toxic 
Fe(COs) 921s can be solved economi- 
cally, this process with Its mild 
operating conditions could produce 
envi ronmentally-acceptable clean 
coal at a reasonable cost. 


This work was done by George C. 
Hsu of Caltech for NASA’s Jet 
Propulsion Laboratory. For further 
information, Circle 26 on the TSP 
Request Card. 

Inquiries concerning rights for the 
commercial use of this invention 
should be addressed to the Patent 
Counsel, NASA Resident Legal 
Office-JPL [see page Ad]. Refer to 
NPO-14272. 
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Coal Liquefaction To Increase Jet Fuel Production 

Coal liquefaction, in conjunction with a modified 
petroleum refinery, could increase jet fuel supply. 


Langley Research Center, Hampton, Virginia 
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A Conventional Refinery Is Compared With a Modified Refinery. The top part of the 
illustration shows a typical refinery process. The bottom part shows the modified 
refinery using the coal-derived gasoline to free light distillates for the production of 
jet fuel. 


A new processing concept that 
could increase the supply of jet fuel 
has been developed as part of a study 
of several current and developmental 
methods for converting coal to hydro- 
gen, methane, and jet fuel. 

In the new processing concept, 
heavy fuel oil and naphtha produced 
from coal liquefaction are converted to 
a high-aromatic-content gasoline that 
is sent to petroleum-refinery octane 
pools. By introducing the coal-derived 
gasoline Into the refinery product 
supply, some of the highly-paraffinic, 
low-aromatic light distillates that are 
normally reformed catalytically to 
gasoline stock are freed for the 
production of jet fuel. 

This concept takes advantage of the 
high aromatic content of coal-derived 
liquids to make high-octane gasoline, 
instead of destroying the aromatics to 
make jet fuel. In the refinery, the low- 
aromatic light distillate can then be 
directed to jet fuel, in which aromatics 
are undesirable. 

The accompanying figure shows 
how the operation of the catalytic 
reformer in a typical refinery would 
change by the use of coal-derived 
gasoline. By reducing feed to the 
refinery catalytic reformer from 
42,000 to 33,000 barrels/day, 9,000 
barrels/day of light distillate material 
(kerosene) would be released for use 
as jet fuel. The loss of 7,530 barrels/ 
day of reformate is made up with coal- 
derived high-octane gasoline. The 
refinery energy balance is slightly 
improved, and there are savings in 
capital and operating costs because 
less reforming Is required. The coal 
liquefaction plant studies in the report 


could make 45,805 barrels/day of 
gasoline. This could be divided among 
six refineries. 

This work was done by the Institute 
of Gas Technology for Langley 
Research Center. Further informa- 
tion may be found in NASA CR-1 45026 


[N 78-75465], ‘‘Study of Conversion of 
Coal to Hydrogen, Methane, and 
Liquid Fuels for Aircraft, “ a copy of 
which may be obtained at cost from 
the National Technical Information 
Service, Springfield, Virginia 22151, 
LAR- 12038 
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Improved Nucleonic Coal-Thickness Monitor 

New design features independent hydropneumatic 
suspension of the radiation source and the detector. 


Marshall Space Flight Center, Alabama 



A Coal-Thickness Monitor is mounted on a coal-cutting machine. The independ- 
ently suspended source and detector, shown In this top view, are held gently but 
firmly against the roof of a coal deposit by hydropneumatic suspension, to follow 
the contours of the surface. 


An improved design for a coal- 
thickness-sensing instrument may 
help to bring fully-automated coal 
mining closer to reality. The instru- 
ment, Intended for mounting on a 
coal-cutting machine, emits gamma 
rays into the coal vein and measures 
the intensity of gamma rays scattered 
from the coal /rock interface on the 
back face of the vein. Unlike previous 
nucleonic thickness monitors, the 
new instrument uses a source and a 
detector that are independently 
mounted, to follow the contour of the 
coal surface more closely and to 
eliminate errors caused by variations 
in the airgap along the radiation path. 

The thickness monitor would allow 
a uniform layer to be left on the mine 
surfaces after the coal-cutting opera- 
tion. This layer is needed to prevent a 
cave-in of loose material, to avoid 
cutting noncommercial-quality coal, 
and to prevent contact between the 
shearing picks of the cutter and the 
rock formations around the vein. 

In the new design, the gamma-ray 
source and a scintillation detector are 
mounted side by side in separate 
housings on the mining machine (see 
figure). These two components are 
independently suspended with hydro- 
pneumatic springs so that each can 
track the coal surface. 

The steel housing for the gamma- 
ray source contains cesium 137 in a 
lead shield. When the cutting machine 
starts, the source is automatically 
moved into position against the coal 
surface, and the cesium is simultane- 
ously positioned in front of a hole in 
the shield that directs gamma rays 
into the coal. (The hole is sealed with 
a polyurethane diaphragm to prevent 
coal and rock particles from entering 
the detector.) 

The steel housing for the detector 
contains a commercially-manufac- 
tured scintillation detector, mounted 
inside a lead cylinder to block 
spurious radiation. Backscattered 
rays enter the detector through a hole 


in the cylinder. The hole is held 
against the coal by the suspension 
system. (This hole Is also sealed by a 
polyurethane diaphragm.) Electronic 
circuitry for processing the detector 
signal is contained In a steel box 
adjacent to the detector. 

In one proposed design, the dis- 
tance between the source and the de- 
tector is adjustable from 10.5 to 22.5 
Inches (26.7 to 57.2 cm) In 2-inch 
(5.1 -cm) increments. 

The hydropneumatIc-spring sus- 
pension system consists of an accu- 
mulator in series with two hydraulic 
cylinders that force the housings 
against the coal surface. The volume 
of air in the accumulator is several 
times as large as the oil volume to 
prevent large changes in oil pressure 
during operation. Control valves direct 
oil flow to opposite ends of the double- 
acting hydraulic cylinders to extend or 
retract the housings. 


A pressure-reducing valve allows 
the accumulator to be filled to a pre- 
determined pressure, selected to give 
adequate dynamic response over the 
total range of vertical movement of 
the housings [±4.75 Inches (±12.1 
cm) for the source, ±5 inches (±12.7 
cm) for the detector]. 

This work was done by Charles E. 
Crouch and Stephen D. Rose of 
Marshall Space Flight Center and 
Elborn W. Jones of Mississippi State 
University. Further information maybe 
found in NASA CR-1 50465 [N78- 
11454], Nucleonic Coal Detector 
With Hydropneumatic Suspension, ” a 
copy of which may be obtained at cost 
from the New England Research 
Application Center [see page AT]. 

Inquiries concerning rights for the 
commercial use of this invention 
should be addressed to the Patent 
Counsel, Marshall Space Flight Center 
[see page A8]. Refer to MFS-23725. 
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Coal Mining With a Liquid Soivent 

Study suggests that carbonated water can dissolve 
or suspend coal and carry it to the surface. 


NASA's Jet Propulsion Laboratory, Pasadena, California 


Although a number of schemes for 
the unmanned mining of coal by 
solvent extraction have been pro- 
posed, a satisfactory coal solvent has 
yet to be developed. Compounds and 
mixtures such as pyridine, phenan- 
threne, tetralin, quinoline, and tar-oil 
fractions have been experimented 
with; but yields have been low, and the 
required temperatures have run as 
high as 600 K. The solvents tested so 
far have also been too expensive for 
commercial use. 

A mixture of two abundant and in- 
expensive materials — carbon di- 
oxide and water — may be the elusive 
coal solvent that will make unmanned 
mining a reality. When used with a 
proposed process that monitors the 
coal solubility with a conventional 
strain gage, the solvent could be the 
basis for rapid, cost-effective extrac- 
tion of coal from underground seams. 

Preliminary experiments have 
shown that high-strength coal is con- 
verted to an easily pulverized mass 
when treated with a water/carbon di- 
oxide mixture that has approximately 
the same solubility parameter as the 
coal itself. It may even be possible to 
reduce the coal to a powder If the 
solubility parameters are precisely 
matched. Furthermore, recovery of 
the solvent would be relatively simple, 
and pollution would be minimal. In 
addition to transporting the coal slurry 
to the surface, the mixture could also 
be used as a hydraulic fluid for trans- 
porting power to the coal face. 



The Solubility Parameter of Water/C02 
Mixtures varies with the relative 
amounts of each component. This vari- 
ation can be used to control the solubil- 
ity effectiveness of the mixture when 
used as a solvent for extracting coal 
from underground seams. The tempera- 
ture of the mixture can also be adjusted 
to change the solubility parameter. 

Since the matching of solubility 
parameters Is important for obtaining 
the mutual solubility of two substan- 
ces, a multicomponent solvent that 
allows its solubility parameter to be 
adjusted (see figure) is especially 
suitable for mining coal. By changing 
the amount of each component, the 
solubility can be matched to that of the 
coal as It changes with temperature, 
pressure, and depth. Even the com- 
ponent of the underground coal that Is 
cross-linked to form an intrinsically 
insoluble gel will absorb a portion of 
the liquid, resulting In swelling and the 
rupture of cohesive bonds. The frac- 


tion that Is not cross-linked (the sol) 
would be precipitated as a loose 
powder. 

In the proposed method, the coal 
would be cut (remotely) through a 
small-diameter hole that is filled with 
solvent. The percentage of CO 2 and 
the temperature of the mixture would 
be varied as mining proceeds to adjust 
the solubility parameter. 

For the process to be practical, it 
will be necessary to derive real-time 
measurements of the coal solubility- 
parameter and to adjust the solvent 
immediately. Solubility measurements 
that depend on recording the volume 
change of the solute over several days 
are clearly not applicable. ^ However, 
by attaching a strain gage to a coal 
sample and measuring the small 
volume change that occurs when a 
test solvent Is Introduced, an immedi- 
ate indication of the solubility could be 
obtained. The strain-gage signal could 
be fed to a controller that adjusts the 
CO 2 level in the mixture, for a 
comple ;ely-automated unmanned 
mining process. 

This work was done by Daniel D. 
Lawson and Charles G. Miller of 
NASA’s Jet Propulsion Laboratory. 
For further information, Circle 28 on 
the TSP Request Card. 

Inquiries concerning rights for the 
commercial use of this invention 
should be addressed to the Patent 
Counsel, NASA Resident Legal 
Off ice- J PL [see page A8]. Refer to 
NPO-14028. 


Low-Temperature Elastomer Production and Curing 

Polymerization without condensation 
products is possible under low heat. 


NASA's Jet Propulsion Laboratory, Pasadena, California 


Thermally and chemically stable 
polymers are needed for materials 
applications, particularly highly-stable 
elastomers for solid propellant binders 
in which the initial high temperature 
required for dissolving the anhydride In 
the polymer would be detrimental. 


Polyurethane elastomers, while having 
the advantage of producing no by- 
products in the alcohol-isocyanate 
reaction, are unstable at elevated 
temperatures. 

The ester linkage is believed to have 
considerably better thermal stability 


than the urethane linkage. However, 
polyesters are generally prepared by 
the alcohol-carboxylic acid reaction, 
which proceeds at about 200® C and 
liberates water as a byproduct. If a 
byproduct-free polyester is produced 
without a solvent system, using 
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Prepotymer Dianhydride is prepared by the reaction of a prepolymer diol with an 
excess of a dianhydride (tetrahydrofuran-tetracarboxylic dianhydride) in a solvent 
such as dimethyiformamide. Ferric acetylacetonate is added as a catalyst. 


dianhydrides and a prepolymer diol, 
the mixture must still be heated to 
200® C to form a proper solution 
before curing can proceed. 

A solvent-reactant system has been 
developed that combines the following 
features: The process can be initiated 


at a lower temperature, about 100® C; 
curing can proceed at about 100® C; 
there are no condensation products; 
and the final polyester product is heat- 
stable. 

The prepolymer dianhydrides (see 
figure) are prepared by the solution 


reaction of prepolymer diols with a 
great excess of dianhydride. After the 
reaction, unreacted dianhydride is 
removed. The solvents used are 
dimethylacetamide (DMAC), dimethyi- 
formamide (DMF), and the like. Metal 
acetyl acetonates are used as cata- 
lysts. Polyester linkages are formed by 
reacting the prepolymer dianhydride 
with prepolymer diols at low temper- 
ature. 

This work was done by John D. 
Ingham and Robert A. Rhein of 
Caltech for NASA’s Jet Propulsion 
Laboratory. For further information, 
Circle 29 on the TSP Request Card. 

Inquiries concerning rights for the 
commercial use of this invention 
should be addressed to the Patent 
Counsel, NASA Resident Legal Office- 
JPL [see page A8]. Refer to 
NPO-13899. 


Gas-Path Seal Material 

Composite sealant reduces frictional 
heating, wear, and leakage. 


Lewis Research Center, Cleveland, Ohio 


In order to reduce wear of rotating 
compressor-blade tips in the event 
that they rub against the stationary 
engine casing, easily-abradable seal 
materials are commonly applied to the 
casing. Typically, these abradable 
seal materials are sintered or ther- 
mally sprayed structures having a low 
effective density (high porosity) so that 
they may be easily worn. Unfortu- 
nately, materials that are easily worn 
are also susceptible to erosion 
damage and often allow leakage 
through Interconnected pores. Fur- 
thermore, porous materials are poor 
dissipators of heat; during rubbing 
contact with blade tips, they often 
smear, forming a nonporous surface 
and even greater frictional-heat gen- 
eration. A new abradable seal material 



LOW-DENSITY 

COMPLIANT 

SUBSTRATE 


Figure 1. Compliant-Backed Gas-Path 
Seal consists of a low-density nickel 
substrate with a plasma-sprayed dense 
top layer. 



FULLY-DENSE TOP TOP LAYER WITH STATE-OF-ART 

LAYER ALONE COMPLIANT BACKING SINTERED HAST-X 


O 

m 


Figure 2. Test Results of a preliminary evaluation show that the compliant backing 
significantly reduces loads and blade-tip wear. 


was desired that could resist erosion 
damage and at the same time not 
cause wear to the blade tips or 
promote severe frictional heating. 

An approach having the potential of 
combining all of the characteristics 
desired in an abradable seal material 
is shown in Figure 1. Briefly, the 
concept consists of a low-density, 


compliant substrate supporting a thin, 
dense top layer adjacent to the gas 
path. For demonstration purposes, a 
15-percent-dense nickel substrate 
with a 95- to 98-percent-dense 
plasma-sprayed aluminum top layer 
15 to 20 mils thick was evaluated. 
When a rub occurs, the thin top layer 
and the low-density substrate are 
(continued on next page) 
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Figure 3. Rub-Groove Cross Section Illustrates how rubbing is accommodated by 
deformation of the compliant backing rather than by wear of the dense top layer. 


easily deformed without developing 
high contact loads with consequent 
frictional heating and wear of the 
blade tips. 

Preliminary evaluation of the con- 
cept was conducted on a test rig 
simulating a rub between rotating 
blade tips and the seal material. 
Measured radial and frictional loads 
are summarized In Figure 2. The 
compliant-backed seal evaluated in 
these tests was not optimized with 
respect to the thickness of the dense 
layer. Nevertheless, the presence of 
the low-density compliant backing 
reduced the contact and frictional 
loads to about one-half the value 
measured for the dense top-layer 
material alone. Furthermore, loads 
and blade-tip wear are significantly 
less than for the case of rubbing 
against a commonly-used low-density, 
sintered, abradable seal material. 

Metallographic sectioning of the 
compliant-backed seal indicates that 
the rubbing was accommodated by the 


easily-deformable low-density sub- 
strate (Figure 3). Little wear to the 
dense top layer took place; the layer 
Itself remained intact and provided a 
heat conduction path away from the 
rub surface. 

This work was done by Robert L. 
Johnson and Lawrence P. Ludwig of 
Lewis Research Center and Robert 
C. Bill of the U.S. Army Research & 
Technology Labs. Further information 
may be found in: 

NASA TP-1128 [N78-15229], 
“Friction and Wear of Several Com- 
pressor Gas-Path Seal Materials,” 
and 


NASA TM-X-73650 [N77-23489], 
“Friction and Wear of Sintered 
Fiber-Metal Abradable Seal 
Materials. ” 

Copies of these reports may be 
obtained at cost from the New England 
Research Application Center [see 
page AT]. 

This invention is owned by NASA, 
and a patent application has been 
filed. Inquiries concerning nonexclu- 
sive or exclusive license for its 
commercial development should be 
addressed to the Patent Counsel, 
Lewis Research Center [see page A8]. 
Refer to LEW-12623. 


Precision Cieaver for “Soft” Crystals 

Adjustable cutter can cleave 
uniform 5-mil slices. 


Goddard Space Flight Center, Greenbelt, Maryland 


"Soft” crystals can be cleaved as 
thin as 0.005 Inch (0.013 cm) with a 
new apparatus, shown in the figure. 
The machine holds a crystal in tension 
by applying a vacuum to opposing 
faces while a motor-driven blade is 
advanced, "peeling” away the thin 
slice. The slice thickness is controlled 
to within 0.001 in. (0.0025 cm) by a 
micrometer adjust. 

Thin slices of relatively-soft crystal- 
line materials, such as potassium acid 
phthalate (KAP), and rubidium acid 
phthalate (RAP), used In X-ray spec- 
trometers are usually cut by hand with 
a wire or blade. Neither method is 
entirely satisfactory. The wire tends to 
scratch the crystal surface and to 
produce slices of nonuniform thick- 
nesses. With the blade, it is difficult to 
cut very thin slices. The new machine, 
however, can rapidly cut soft crystals 
in smooth, thin, uniform slices. 

The cutter blade is secured in a 
holder that is positioned vertically by a 
hand-operated lead screw and is 
moved horizontally by a drive motor. 
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In this Crystal Cleaver, a soft crystal Is placed between top and bottom vacuum 
chambers that hold the crystal under tension. The motor-driven blade advances 
through the crystal, cleaving slices as thin as 0.005 in. 
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An operator adjusts the vertical 
position to the desired depth of cut, 
and the motor advances the blade into 
the crystal at that level. 

The crystal is held in a gripping 
station by upper and lower vacuum 
chambers. Perforated platens on the 
chambers grip the upper and lower 
faces of the crystal block by suction. 
The lower chamber is fixed, but the 
height of the upper chamber is 
adjustable. The upper chamber is 
pulled upward by a spring, putting the 
crystal block in tension. As the blade 
moves forward, the upper chamber 
pulls the slice away from the rest of 
the crystal. 


The upper platen is faced with 
resilient, perforated neoprene rubber. 
The facing prevents the platen from 
directly contacting the upper face of 
the crystal and accommodates any 
nonuniformity in the top face of the 
crystal slice. The facing protects the 
crystal against scratches, cracks, and 
chips. 

The motor slowly advances the 
cutting blade through the crystal at a 
speed controlled by a velocity feed- 
back mechanism. When the cut is 
complete, the upper chamber holds 
the freshly cleaved segment until the 
vacuum is released. To make another 
slice, the operator reengages the 


up>per vacuum chamber on the crystal 
block, adjusts the cutter to a lower 
position, and restarts the motor. 

This work was done by John S. J. 
Benedicto, Frederick Hailberg, and 
Bruce E. Woodgate of Goddard 
Space Flight Center. For further 
information, Circie 30 on the TSP 
Request Card. 

This invention is owned by NASA, 
and a patent application has been 
filed. Inquiries concerning nonexclu- 
sive or exclusive license for its 
commercial development should be 
addressed to the Patent Counsel, 
Goddard Space Flight Center [see 
page A8]. Refer to GSC- 12291. 


Embrittlementproof Nickel-Alloy Bellows 

Thin interior layer of corrosion-resistant 
steel acts as a barrier against hydrogen. 


Marshall Space Flight Center, Alabama 


A thin cover of corrosion-resistant 
steel (CRES) can protect metal bel- 
lows and ducts against hydrogen 
embrittlement. Such a bellows has 
been developed for the Space Shuttle 
main engine, for example. The bellows 
carries hydrogen at high pressure 
[5,000 psi (34.5x106 N/m2)] and 
must swing over wide arcs as the 
gimbaled engine moves. 

To provide the necessary strength 
and flexibility, and to keep down size 
and weight, Inco 718 alloy was 
selected as the bellows material. 
However, like other nickel alloys, Inco 
718 is highly susceptible to hydrogen 
embrittlement. The hydrogen In the 
bellows would soon reduce the alloy 
ductility so that the bellows would fail 
from fatigue after a relatively low 
number of flexures. 

To keep hydrogen from directly 
contacting the Inco alloy, a thin 
[0.005-in. (0.13-mm)] ply of 316 
CRES was added to the inside of the 
bellows (see figure). The CRES ply is 
welded to the Inco alloy at the ends of 
the bellows, but is free for most of its 
length. It does not matter that CRES is 
much lower in strength than the Inco 
718, because it does not function as a 
load carrier but solely as a protective 
barrier. It is thin enough that bending 
does not introduce significant 
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A free-moving layer of Corrosion-Resistant Steel, 0.005 in. thick, protects four plies 
of nickel alloy, 0.024 in. thick (0.6 mm), in this rocket-engine bellows. 


stresses, so fatigue life is not a 
problem. The CRES ply, moreover, is 
compatible with the heat treatment 
that the Inco bellows is subjected to 
after the two materials are welded 
together. 


This work was done by Charles M. 
Daniels, Jr., of Rockwell International 
Corp. for Marshall Space Flight 
Center. No further documentation is 
available. 

MFS- 19331 
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Corona-Discharge Air-Purification System 

An electric discharge oxidizes trace contaminants 
to products that are removed by a scrubber. 


Ames Research Center, Moffett Field, California 



Figure 1. This RF Glow-Discharge Air Purifier removes trace contaminants from 
gaseous mixtures. The gas is purified in the chamber, which generates an electric 
discharge to remove the contaminants. A variable-frequency RF source supplies 


power. 


A plasma-reaction chamber re- 
moves trace contaminants from 
spacecraft, submarines, and other 
closed environments by oxidizing the 
contaminants to produce carbon diox- 
ide and water. The contaminants 
range from metabolic products, such 
as alcohols, esters, hydrogen sulfide, 
and ammonia, to lubricant solvents, 
such as Freons, aromatics, alcohols, 
and ketones. The oxidized contami- 
nants are removed from the chamber 
by a scrubber. 

The system, as illustrated in Figure 
1, includes a plasma glow-discharge 
chamber powered by a variable radio- 
frequency (RF) source. A helical 
resonator, or similar low-loss hIgh-Q 
resonant element, generates a high 
voltage, sufficient to produce a glow 
discharge, between the electrodes in 
the plasma chamber. The resonator is 
connected to the RF source through a 
directional wattmeter that monitors 
the power input. Additional monitoring 
instruments include a frequency 
counter, an RF voltmeter, and an RF 
ammeter. 

The reaction chamber, shown in 
detail in Figure 2, is made from a 
transparent dielectric material such as 
quartz. It has a liquid-cooled cylin- 
drical inner electrode and an outer 
cooling jacket that contains a flowing 
conducting liquid such as saturated 
saltwater. (This liquid serves as the 
outer electrode for the chamber.) The 
coolant is pumped out of a reservoir, 
through an RF choke and into a 
conduit that has dielectric and metal 
sections. A wire suspended in the 
coolant passageway and secured to 
the metal sections insures that the 
resistance of the passageway will be 1 
ohm or less. 

The metal inner-electrode Is cooled 
by a nonconductive liquid such as 
distilled water. The coolant reservoir is 
connected to the electrode through 
dielectric conduits attached to both 
electrode ends. 


In operation, the oxygen-bearing 
atmosphere containing trace contami- 
nants is supplied to the chamber Inlet. 
As the gas enters the RF field between 
the electrodes, an RF discharge 
excites the gas and initiates a 
breakdown at a predetermined press- 
ure, creating a glow discharge. This 
glow discharge is a highly-reactive 
low-temperature gas plasma contain- 
ing chemically-active free radicals, 
atoms. Ions, and molecules. The trace 
contaminants in the plasma are 
oxidized into a few simple products, 
such as water, carbon dioxide, and 
carbon monoxide, which are removed 
from the gas by the scrubber. The 
purified air is then exhausted to the 
environment. 

In tests on three prototype models 
of the system, the concentration of 
methane was reduced by three orders 
of magnitude, with the discharge 
operating at pressures of from 50 to 
300torr (6.7x1Q3 to 39.9x1 q3 N/m2). 


The removal rate is independent of the 
concentration of the contaminant, an 
Important advantage over other air- 
purlflcatlon systems. 

The outside diameters of the inner 
electrode In the prototypes were 
0.079, 0.159, and 0.318 cm, respec- 
tively. The inside diameter of the 
quartz gas chamber was 0.5 cm, and 
the length of the discharge zone was 
9.1 cm. The RF source operated at a 
frequency of 11.8 MHz. Power con- 
sumption was 240 W [at 60 torr 
(8.04x103 N/m2)] and 350 W (at 300 
torr). 

In addition to the model shown, 
three alternative chambers have also 
been developed. One version uses a 
conductive coating to form the outer 
electrode. The second utilizes no 
liquid coolants and Instead incorpora- 
tes metal cooling fins encircling Its 
middle section. The inner electrode in 
this case is a heat pipe that conducts 
the heat to the metal fins. The third 
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version uses a serpentine-shaped 
metal cooling coil. The operating 
principle is the same for all models. 

This v^ork was done by Theodore J. 
Wydeven, Jr., of Stanford University 
and Daniel L. Flamm of Ames 
Research Center. For further infor- 
mation, Circle 32 on the TSP Request 
Card. 

This invention is owned by NASA, 
and a patent application has been 
filed. Inquiries concerning nonexclu- 
sive or exclusive license for its 
commercial development should be 
addressed to the Patent Counsel, 
Ames Research Center [see page A8]. 
Refer to ARC-10975. 


Figure 2. A Detailed View of the plasma-reaction chamber illustrates the cooling 
system and electrode arrangement. The coolant for the outer jacket is a conducting 
liquid and serves as the outer electrode for the glow discharge. 


Zone-Refining Encapsulated Semiconductors 

Toroidal reflector focuses heat 
energy into narrow band around ingot. 


Marshall Space Flight Center, Alabama 


A newly designed reflector directs 
intense, sharply focused heat pre- 
cisely where It Is needed for zone- 
refining semiconductor materials. The 
reflector is especially suited for 
compound semiconductors, such as 
mercury-cadmium telluride, which 
must be sealed inside a capsule to 
prevent them from vaporizing during 
zone refining. 

The reflector is a flattened toroid 
with an elliptical-cross-section, much 


like a horizontal partly-inflated inner 
tube. The toroid focuses are two 
concentric rings (see figure). A heater 
wire is placed at the outer focus, and 
the inner focus falls on the encapsu- 
lated semiconductor material. 

More conventional heating methods 
are not adequate for zone-refining 
encapsulated materials. A simple ring 
heater cannot concentrate heat suffi- 
ciently, and electron bombardment 
does not penetrate the quartz capsule. 


An earlier reflector furnace employs a 
prolate ellipsoidal (football-shaped) 
reflector with the capsule at one focus 
and a heat source — an electric arc or 
a quartz Iodide incandescent lamp — 
at the other focus. With this furnace, 
although both focuses are supposed to 
be points for maximum heating effici- 
ency, the capsule is not a point, and 
the heat source only roughly approxi- 
mates a point. 

(continued on next page) 
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Toroidal Reflecting Cavity, machined from two copper disks, directs heat rays from 
the heater wire at focus 1 to the refining zone of an ingot at focus 2. This 
arrangement is particularly useful for semiconductor ingots that must remain 
encapsulated during refining. 


In the toroidal-reflector furnace, 
however, the heater wire closely 
approximates the ideal, lying as it 
does along an extended line focus. 
Moreover, the semiconductor material 
is heated uniformly around its circum- 
ference. 

The reflector Is machined from solid 
copper in two halves, the upper half 
being split along a diameter. In a 
prototype, the inside of the reflector 
cavity is gold-plated for high infrared 
reflectivity. The copper shell has an 
outside diameter of 243 millimeters 
and a center bore of 23 millimeters for 
pulling the semiconductor ingot 
through the hot zone. 

Tungsten is used for the heater wire 
because it can operate at high 
temperature and because its relatively 
low thermal expansion stabilizes the 
heater radius — a critical dimension. 
The tungsten heater is supported by 
six ceramic standoffs clamped 
between the upper and lower halves of 
the cavity. To prevent the tungsten 
from burning up, the entire furnace Is 
enclosed In a vacuum tank. 

Experiments on the toroidal reflec- 
tor have pointed the way to a more 
sophisticated version. The experi- 
ments were conducted to analyze the 
heat-ray paths inside the cavity. For 
simplicity, they were performed at 


relatively low temperatures, in air, and 
with a Kanthal heating element sub- 
stituted for the tungsten wire. It was 
found that although the toroidal 
furnace performed well, a significant 
amount of heat energy was directed 
away from the semiconductor Ingot 
and lost. The proposed solution: 
redesigning the toroid so that, viewed 
from the top, it consists of two distinct 


elliptical segments joined by circular 
curves. The effect of this geometry 
would be to redirect “lost” rays 
toward the Ingot. 

This work was done by Mirt C. 
Davidson and Lawrence R. Holland of 
Marshall Space Flight Center. For 
further information, Circle 33 on the 
TSP Request Card. 

MFS-23902 


Predicting Structures of Cross-iinked Condensation Poiymers 

Cross-link density, sol and gel fractions, chain 
lengths, and other parameters can be calculated. 


NASA’s Jet Propulsion LalDoratory, Pasadena, California 


A mathematical procedure can be 
used to predict the structure of a 
cross-linked condensation polymer (as 
differentiated from an addition poly- 
mer) resulting from a specific reac- 
tion. Cross-linked condensation 
polymers are found In many products, 
including thermosetting plastics, elas- 
tomers, plastic and rubberlike foams, 
solid-propellant rocket binders, coat- 
ings, and encapsulants. Until now It 
has not been possible to predict 
rigorously the structure of the end 
result when manufacturing this type of 
material, but the new procedure will 
greatly reduce the amount of empirical 
formulation and testing required to 
produce a desired product. 

To predict the structural character- 
istics of a cross-linked condensation 


polymer resulting from a specific 
manufacturing process, it is nec- 
essary to know Its composition, the 
distribution of molecules according to 
how many reactive groups there are 
on the molecules, and the extent of 
reaction. From this information the 
new mathematical procedure predicts 
the sol and gel fractions, concentra- 
tions of effective chains, average 
effective chain lengths, and distribu- 
tion of a hierarchy of pendent chains 
(varying in size and complexity). 

Flory's branching coefficient, de- 
fined as the probability that a given 
functional group of a branch unit leads 
via a chain of bifunctional units to 
another branch unit, is used as the 
basis for describing the structure of 
the cross-linked condensation poly- 


mers. It uses a set of relationships that 
deal with distributions of branch units 
(1) between sol and gel and (2) 
according to function (I.e., whether 
branch points, chain extenders, or 
chain terminators). 

The branching coefficient, a, is 
given by ^ 

^ ^ PaPB^B^A ^ Pa°B^A 

^'PaPB^A^B r-p?o.Or, 
A A B 

Here r is the stoichiometric ratio of B 
to A groups, and <^a are the mole 
fractions of A*s respectively on trifunc- 
tional and bifunctional A-molecules, 
is the mole fraction of B’s on bi- 
functional B-molecules (the remainder 
in both A and B sets consists of mono- 
functional components), and pa and 
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PB are the fractions of A and B groups 
that have reacted. 

Knowing the value of a for a 
polymer system in some given state of 
cure, one can calculate the distri- 
bution of four states of trifunctional 
branch units. The four states are 
distinguished by whether none, only 
one, two, or all three of the branches 
are connected to other branch units. 
The relative probabilities of 0-, 1- 2-, 
and 3-connected branch units, re- 
spectively, are (1-a)3, 3a(1-a)2. 

3a2(1-a), and a^. 

To get at the structure of the 
network, the only part of the polymer 
capable of truly elastic deformation, it 
is necessary to find the distribution of 
these four states of branch units in the 
gel fraction. Two key observations are 
used here. First, it is Impossible for 
0-connected branch units to be part of 
the network or gel. Second, Flory 
provides a branching coefficient for 
those branch units that are in the sol 
fraction: a''»1 - a. This allows one to 
calculate the distribution of the four 
states in the sol. Distributions of the 
three states of branch units in the gel 
are calculated by difference. 

Two of the four structural character- 
istics can be calculated from simple 
expressions in a: 

sol fraction »[(1 - a)/a]^ 

In mass units, and 
crosslink density = 

10 ®d A 3 [( 2 a - 1)/a]3 
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Figure 1 . The Branching Coefficients 
calculated from measurements of sol/ 
gel fractionation are correlated with 
those determined from equilibrium 
modulus. The solid line represents 100- 
percent correlation. 

in moles of crosslinks per cubic meter. 
In this expression, d is the polymer 
density In gcm-3, and A 3 is the 
concentration of trifunctional A mole- 
cules in mole g-1. The other two 
characteristics, average effective 
chain length and pendent chain distri- 
butions, require complex series of 
calculations. 

For experimental verification of the 
prediction procedure, ester-cured 
polymers of model compounds were 
prepared. Sol and gel fractions were 
measured, and effective chain con- 
centration was determined via equilib- 
rium modulus measurement. Correla- 


Figure 2 . The Extensibilities at 170* F 
of polyester polymers are plotted 
against the calculated lengths of effec- 
tive chains. 


tion of branching coefficient values 
calculated from these data is shown in 
Figure 1. Samples, heated to 170® F 
(77® C) to avoid a crystalline phase, 
were pulled slowly in tension to 
determine extension at break. Correla- 
tion of this property with calculated 
effective chain length is shown in 
Figure 2. 

Th/s work was done by Harold E. 
Marsh of Caltech for NASA’s Jet 
Propulsion Laboratory. For further 
information, Circle 34 on the TSP 
Request Card. 

NPO-14007 


Economical Synthesis of Potassium Superoxide 

A high-frequency discharge in oxygen can be used to 
prepare superoxides of alkali and alkaline-earth metals. 


Ames Research Center, Moffett Field, California 


Superoxide compounds can be used 
to supply oxygen for breathing and to 
destroy airborne bacteria and toxic or 
noxious materials present in the 
atmosphere. However, for the past 30 
years the processes used to synthe- 
size alkali-metal superoxides were 
complicated and expensive. Molten 
potassium had been used in one 
process where the metal was atom- 
ized into a chamber filled with oxygen 
at 1.2 atmospheres and 300® C, with 
the superoxide product being collect- 
ed at the bottom of the chamber. The 


raw materials for this process were 
expensive, however, and the acci- 
dental presence of water in the 
reacting vessel could cause an ex- 
plosion. 

A more recent process synthesized 
potassium superoxide by subjecting 
solid potassium hydroxide to an 
electric discharge of direct current at 
1 ,100 volts (500 watts) sustained in an 
oxygen environment at 0.5 torr (67 
N/m2). The process yielded an 
80.5-percent conversion of the potas- 
sium hydroxide. However, the high 


voltage and power required, and 
occasional contamination of the prod- 
uct due to electrode sputtering, made 
this process less than optimal. 

An improved version of the electric 
discharge process uses potassium 
hydroxide as a starting material and a 
high-frequency discharge in oxygen to 
produce the superoxide. Since there is 
no direct-current discharge at the 
electrodes, there is no sputtering to 
contaminate the product, hence, a 
high conversion efficiency. 

(continued on next page) 
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In a One-Step Operation, potassium hydroxide (KOM) in a low-pressure oxygen 
environment is converted to potassium superoxide (KO2) by a radio-frequency 
discharge. The powdered KOH is spread thinly in the glass boat, which is positioned 
to be Inside the glow of the discharge zone. This simple process produces high- 
purity superoxide from inexpensive raw material. 


The reaction takes place in a 
cylindrical reactor tube with a vacuum 
pump at one end and an oxygen-flow 
system at the other end (see figure). 
Dried oxygen is introduced into the 
system, and a pressure-regulating 
system stabilizes the internal pressure 
to the 0.75 to 1.00 torr (100 to 133 
N/m2) needed for optimal conversion. 

Mounted on the outside of the 
reactor are the discharge electrodes, 
usually three, coupled to a high- 
frequency generator that is tuned to 
13.56 MHz and can supply up to 350 
watts. A glass boat Inside the reactor 
contains the alkaline-earth metal 
compound to be converted. The 
reaction proceeds \\hen the elec- 
trodes are energized, and the flow rate 
and pressure of oxygen are adjusted. 
The thinly-spread potassium hydroxide 
melts as it reacts and recrystallizes 
after the reaction is complete. The 
induction electrodes can be moved 
from one end of the boat to the other 
so that product purity is uniform. 

Typical results show a potassium 
conversion efficiency of 60 percent to 
the superoxide. Lithium and calcium, 
while not readily convertible to super- 


oxides, do yield 90 percent product as 
peroxides. 

This v^ork was done by Alexis T. Bell 
and Pasupati Sadhukhan of the 
University of California, Berkeley, for 
Ames Research Center. For further 
information, Circle 35 on the TSP 
Request Card. 


This invention is owned by NASA, 
and a patent application has been 
filed. Inquiries concerning nonexclu- 
sive or exclusive license for its 
commercial development should be 
addressed to the Patent Counsel, 
Ames Research Center [see page Ad]. 
Refer to ARC- 10992. 


Fire-Retardant Covering for Smali Containers 

An intumescent sheet of uniform thickness can be tightly 
wrapped around small objects to provide extra safety during fires. 


Ames Research Center, Moffett Field, California 


A new flexible intumescent coating 
of exceptionally uniform thickness is 
prepared from polymeric compositions 
containing microfibers of quartz. The 
coating is fabricated in sheets by a 
continuous process that involves vac- 
uum mixing, calendering, and curing. 
The resulting product is easily wrap- 
ped around containers and other 
objects having small diameters [less 
than 10 In. (25.4 cm)] or convoluted 
surfaces to protect them from fires. 
Objects in this size range are usually 
protected by applying a spray coating; 
however, the thickness of the sprayed 
coating is difficult to control. To 
compensate for the uncertainty, a 
relatively thick coating must be ap- 
plied, adding unnecessarily to the size 
and weight of the object. 

The first step in the new process 
involves mixing an intumescent poly- 
meric composition under vacuum. The 


intumescent agent, the ammonium 
salt of 1 ,4-nitroaniline-2-sulfonic acid, 
has a particle size less than 0.01 mm. 
In addition, the composition Includes 
silica microfibers about 0.2 to 0.4 mm 
in length and about 0.003 to 0.005 mm 
in diameter. The polymeric component 
consists of a mixture of an epoxy resin 
with a polysulfide In a proportion such 
that the glass transition temperature Is 
at or below room temperature. 

The uncured paste, containing a 
catalyst, is calendered into a thin 
sheet, preferably between 0.025 and 
0.25 cm In thickness, and is rapidly 
cured within 5 minutes under pre- 
cisely controlled conditions that de- 
pend on the thickness. The cured 
sheet, which may also be covered by a 
protective polymer skin such as poly- 
vinyl fluoride film, Is bonded to a 
surface with a flexible adhesive by 
vacuum bagging. 


A finished 60-mll (1.52-mm) sheet 
has been tested by wrapping it around 
a smali missile (diameter less than 10 
in.) and exposing it to fire along with 
several unprotected missiles. Results 
show that the protected missile ignited 
in a period of 409 seconds as 
compared to less than 60-second 
Ignition times for the unprotected 
missiles. 

This work was done by Salvatore R. 
Riccitiello and Paul M. Sawko of 
Ames Research Center. For further 
information, Circle 36 on the TSP 
Request Card. 

This invention is owned by NASA, 
and a patent application has been 
filed. Inquiries concerning nonexclu- 
sive or exclusive license for its 
commercial development should be 
addressed to the Patent Counsel, 
Ames Research Center [see page 
A8]. Refer to ARC-11104. 
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Fire-Retardant Lightweight Composite 

A new honeycomb structure has low density 
and improved fire-safety characteristics. 


Ames Research Center, Moffett Field, California 


Property 

Composite Structure 

Conventiorwl 

New 

Density (ASTM D-71 . kg/m3) 

96 

96-113 

Tensile Strength. Flatwise 
(ASTM CX307, 24* C. kN/m^) 

610 

517-690 

Fire Endurance (Time to Reach 
Back Face Temperature of 
204* C with Front Face Heat 
Flux of 11x10^ W/m2, min) 

2 

10 

Smoke Density (NBS. Ds 4 min) 
Specific Optical Density 
Component Smoke Density 
(Maximum Specific Optical 
Density, NBS Smoke Chamber) 

58.7 

Polyvinyl 

Fluoride 7 

Polyamide Core 2 

Epoxy Resin 90 

Glass — 

45 

Phenol Poly- 

cartxmate 5 

Polyamide Core 2 

Bismalelmide Resin 9 

Glass — 


New Honeycomb-Core Laminated Composite is compared with conventionai 
(unfiiied) composite. Fire endurance and smoke density characteristics are 
substantiaiiy improved with the new materiai. 


Honeycomb-core iamlnated com- 
posite structures are frequently used 
as lightweight panels or structural 
members In aircraft and vessels and in 
housing applications. A major objec- 
tive In fabricating these composites is 
to improve their fire safety while 
retaining their low density. To date, 
several fire-retardant materials have 
been Incorporated into the fabrication 
of honeycomb-core composites. How- 
ever, most either have not been 
sufficiently fire resistant or have 
tended to generate noxious fumes 
during fires. 

A new low-density honeycomb-core 
composite has been developed to 
minimize these fire-safety-related 
problems. The core material is made 
from polyamide and a combination of 
poiyimide and glass with an approxi- 
mate density of 1 .5 Ib/ft3 (24 kg/ m3). 
This structure, which is commercially 
available, sen/es as a base. Next, a 
compound that forms a polyquinox- 
aline foam on heating is introduced 
into the honeycomb cells. This foam 
has a high thermal-protection efficien- 
cy and high char yield with signifi- 
cantly-reduced smoke density when 
exposed to fire. Finally, a layer of 
noncombustible fibrous material im- 
pregnated with poiyimide resin is 
laminated on the surfaces of the 
honeycomb base. 

Examples of materials that will form 
the polyquinoxaline foam in the cells of 
the honeycomb structure include am- 
monium 4-nitroaniline-2-sulfonate, p- 
nitroaniline bisulfate, and the reaction 
product of p-benzoquinone dioxIme 
and phosphoric acid. All of these are 
commercially available products. 

The best method of introducing the 
compound into the cells is to dip the 
honeycomb core into a dispersion of 
the compound in a liquid medium and 
then to remove the core, allowing any 
excess dispersion to run off. Once the 
cells are filled, the compound is 


thermally polymerized to form the 
polyquinoxaline foam. The filled hon- 
eycomb structure can then be mach- 
ined to remove surface irregularities 
and can be cut to approximate size. 

The noncombustible fibrous ma- 
terial that is laminated to the foam- 
filled honeycomb base can be a woven 
(e.g., satin cloth) or nonwoven (e.g., 
glass mat) material. Normally, woven 
material is preferred because of its 
easier processing. This material is 
impregnated with a poiyimide resin 
(e.g., bismalelmide resin). The Im- 
pregnation is generally conducted In a 
solution of the resin In a solvent. The 
impregnated material then is dried to 
remove the solvent and Is held for an 
additional 20 minutes at an elevated 
temperature to advance the resin 
cure. The finished prepreg Is lami- 
nated to the foam-filled honeycomb 
structure. Lamination is accomplished 
by placing the prepreg containing 
partially cured resin on top of the 
honeycomb, and applying pressure. 


The new structure has been tested 
for fire endurance and compared to 
conventional unfilled honeycomb 
structures. Results (see table) show 
that the fire endurance has been 
improved by a factor of 5 by the 
thermal-protection efficiency of the 
high-char-yleld polyquinoxaline foam. 
Likewise, smoke tests show significant 
reductions In smoke density, primarily 
because of the use of bismalelmide 
resin instead of epoxy-laminating 
resins. 

This work was done by William J. 
Gilwee, Jr,, and John A. Parker of 
Ames Research Center. For further 
information, Circle 37 on the TSP 
Request Card. 

This invention is owned by NASA, 
and a patent application has been 
filed. Inquiries concerning nonexclu- 
sive or exclusive license for its 
commercial development should be 
addressed to the Patent Counsel, 
Ames Research Center [see page Ad]. 
Refer to ARC-10913. 
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Heat-Resistant Nontoxic Composite Laminate 

Lightweight, low-cost material is suited 
for auto panels, railcars, and aircraft parts. 


Ames Research Center, Moffett Field, California 



Bismaieimide Poiymer used in the construction of a microbaiioon composite is 
produced by the polymerization of bismalelmides in the presence of diamines. R*| 
and R 2 may be alkyiene, heterocyclic, or aromatic radicals; the latter are preferred. 


The interiors of most modern 
aircraft are a blend of giass-epoxy 
resins bonded to a polyamide core 
finished with a polyvinyl chloride outer 
decorative coat. The epoxy ‘bonding 
material may be a hazard when 
exposed to heat or flames, liberating 
smoke and toxic gases. Moreover, the 
state-of-the-art panel is not a particu- 
larly good heat insulator. 

By abandoning the epoxy compound 
and substituting new materials and 
processes, a new product has been 
created with an impressive list of 
advantages. The epoxy resin is re- 
placed by a resin made by polymer- 
izing various bismaleimides with or 
without diamine compounds. 

The laminate is prepared from glass 
cloth preimpregnated with polybis- 
maleimide resin, which is adhered to a 
polybismaleimide glass or aromatic 
polyamide paper honeycomb cell 
structure filled with a syntactic foam. 
The foam is a mixture of bismaieimide 
resin and carbon microballoons. 

The carbon microballoons are pre- 
pared by pyrolyzing phenolic micro- 
balloons that are subsequently bond- 
ed, using a 2-percent bismaieimide 
solution. The laminate is cured for 2 
hours at about 200® C and is bonded 


to the honeycomb bismaieimide adhe- 
sive at a pressure of 700x10^ N/m2 
and a temperature of 177® C. The 
laminated composite Is then postcured 
for 2 hours at 255® C to produce a 
composite with a density between 95 
and 130 kg/m3. 

Physical and thermal tests show 
that panels made from this new 
formulation have several advantages 
over conventional laminates: Heat 
refraction is better — the time to 
reach 100® C in combustion-chamber 
tests is 300 s compared to 80 s; a 
cleaner smoke is produced having an 
optical density parameter of 1.0 
compared to 53 for conventional 
formulations; and fumes of the new 
laminate are less detrimental to 
laboratory animals. 


In addition to these advantages, the 
new laminate is easier to finish and 
more easily shaped, making It a 
significantly more attractive material 
than the current epoxy laminates for 
many applications. 

This work was done by Demetrius 
A. Kourtides and John A. Parker of 
Ames Research Center. For further 
information, Circle 38 on the TSP 
Request Card. 

This invention is owned by NASA, 
and a patent application has been 
filed. Inquiries concerning nonexclu^ 
sive or exclusive license for its 
commercial development should be 
addressed to the Patent Counsel, 
Ames Research Center [see page A8]. 
Refer to ARC-11040. 


Ion-Beam Texturing of Materials 

Microscopic surface roughing 
by sputter etching and deposition. 


Lewis Research Center, Cieveland, Ohio 


A xenon Ion-beam source has been 
used to create a mlcroscoplcally- 
rough surface texture by sputter- 
etching a surface while simultaneously 
sputter-depositing a lower yield mate- 
rial onto the surface. The low-sputter- 
ing-yield atoms (called the seed 
material) agglomerate into microscop- 
ic regions that protect the hlgher- 
sputtering-yield atoms beneath. The 
xenon ion-beam source evolved from 
an auxiliary propulsion thruster that Is 


Intended for positioning spacecraft in 
orbit or on a planned route In space. 

Ion-beam texturing using tantalum 
as the seed material was attempted on 
30 different elements. The 26 ele- 
ments that were successfully textured 
are tinted In Figure 1 . The texturing 
process was unsuccessful for the four 
gray-tinted elements in the periodic 
chart. All of the elements that could 
not be textured are In columns VB and 
VIB of the periodic chart. 


The elements (Nb, Mo, Ta, W) that 
showed no signs of texture are ail 
relatively low-sputter-yield materials. 
However, several elements (C, Si, Tl, 
and Zr) have lower sputter yields than 
tantalum, but nevertheless, were still 
textured. Conversely, tungsten, which 
has a higher sputter yield than 
tantalum, did not texture. The ele- 
ments in column IVB of the periodic 
chart all could be textured; however, 
zirconium textured at a faster rate 
than either hafnium or titanium. 
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Figure 1. Ion-Beam Texturing Results are shown on a periodic chart of the elements. The color-tinted elements were success- 
fully textured using tantalum as the seed material. The texturing process was unsuccessful for the gray-tinted materials. 


A large number of elements had 
textures that can be classified as 
either a ridge structure or a cone 
structure. Figure 2(a) is a photomicro- 
graph of the convoluted ridge mor- 
phology that occurred on nickel and 
many of the other low-sputtering-yield 
materials (Ti, Fe, Co, Zr, Hf, Gd). 
Many of the higher-sputter-yield mate- 
rials had morphologies that looked like 
densely packed cones or needles. The 
scanning-electron photomicrograph of 
copper shown in Figure 2(b) Is an 
example of this second kind of 
morphology. The other elements that 
exhibit this type of structure include 
Mg, Cr, Ag, Au, Hg, Al, C, Si, Se, Pb, 
and Bi. The remaining materials that 
textured, but are neither ridge struc- 
ture nor cone structure, are Cd, Be, 
Zn, In, Sn, and Sb. Their surface 
textures were all unique. 

There are several variables in the 
texturing process, such as the kind of 
seed material, its arrival rate at the 
target, the net accelerating voltage, 
the beam current, and the target 
temperature. 

The surface morphology created by 
ion-beam texturing has several poten- 
tial commercial applications. This type 
of surface treatment can be used to 
modify reflectance and emissivity, to 



Figure 2. Ion-Beam Textured Nickel [a] and Copper [b] are shown in scanning- 
electron photomicrographs. Tantalum was the seed material. The net ion energy was 
1,000 volts. 


decrease secondary electron emis- 
sion, to promote thin-film adhesion, to 
increase catalytic reactions, and to 
Improve plastic bonding strength of 
adhesive bonds. The reflectance of 
silicon single crystals has been re- 
duced to a few percent over the solar 
spectrum by ion-beam texturing the 
surface. Preliminary results have also 
shown that the secondary electron- 
emission yield Is reduced by ion-beam 
texturing. Ion-beam textured graphite 


has demonstrated the lowest sec- 
ondary electron emission of any 
known material. 

This work was done by Wayne R. 
Hudson of Lewis Research Center. 
Further information may be found in 
NASA TM‘X-73470 [N76-30957], ^lon 
Beam Texturing a copy of which 
may be obtained at cost from the New 
England Research Application Center 
[see page AT], 

LEW-12996 
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Chemical Agent Boosts Natural-Rubber Output 

Treated guayule plants can yield 
up to 400 percent more rubber. 


NASA's Jet Propulsion Laboratory, Pasadena, California 


The guayule rubber plant, a desert 
shrub, is at present only a minor 
contributor to the U.S. natural-rubber 
supply. Its crop yield, 1,000 Ib/acre 
(0.01 kg/m2) per 2-year harvest 
season, is only about one-half that of 
the predominant Hevea brasiliensis 
plant. While the latex products of both 
plants are almost identical, the 
product syntheses are different, and 
until now has been optimized only for 
the Hevea plant. 

Recently, however, increased latex 
yield of the guayule has been 
demonstrated by treating the plants 
topically with substituted trlethyl- 
amines. This class of compounds has 
previously been found to alter the 
synthesis of lycopenes in fruits, 
causing a color change. When the 
triethylamines are applied to the 
chemically-simllar polyisoprene syn- 
thesis of the guayule rubber, an 
increase of up to 150 percent in 
rubber output results. Based on these 
results, an increase of 400 to 500 
percent appears to be possible. 

The specific substitutions made in 
the triethylamlne skeleton determine 
the rubber output Increase. A possible 


mechanism for this process involves a 
biochemical modification of the mem- 
brane system that produces the poly- 
isoprene latex. 

The chemical Inducers found to 
increase yield in guayule plants have 
the following general structure: 

Ri^ 

-CH2- R3 
R2 

where R*| and R2 are alkyl groups, 
preferably ethyl, and where R3 is any 
alkyl group or any substituted aryl 
group with electron withdrawing sub- 
stituents, such as methoxy or 
halogens . 

A representative compound is 
2-(4-chlorophenylthio) triethylene 
hydrochloride (CTPA). It can be 
sprayed on the plants or fed to the 
roots as a dilute aqueous medium. 
The composition typically contains 
from 0.05 to 5 percent by weight of the 
agent and from 0.1 to 5.0 percent of 
an organic solvent such as ethanol or 
isopropanol. In addition, a nonionic 
alkylene oxide surfactant can be 
added to assist in penetrating the 


waxy surface of the plant. 

Improvements in guayule rubber 
harvesting may help to meet the 
Increasing demand for natural rubber, 
which is occurring partly in response 
to the rising costs of petroleum- 
derived synthetic rubber. The guayule 
has advantages over other plants in 
its resistance to certain diseases and 
in Its affinity for the sandy soil of the 
Southwestern United States and 
Mexico. 

This work was done by A. J. 
Bauman of Caltech for NASA’s Jet 
Propulsion Laboratory. For further 
information, Circle 39 on the TSP 
Request Card. 

This invention is owned by NASA, 
and a patent application has been 
filed. Inquiries concerning nonexclu- 
sive or exclusive license for its 
commercial development should be 
addressed to the Patent Counsel, 
NASA Resident Legal Office-JPL [see 
page A8]. Refer to NPO-14185. 


Books and Reports 

These reports, studies, and hand- 
books are available from NASA as 
Technical Support Packages (TSP’s) 
when a Request Card number is 
cited; othenvise they are available 
from one of NASA’s Industrial 
Application Centers or the National 
Technical Information Service 

Toxic Substances Handbook 

Properties, safety practices, 
and treatments covering 1 87 
toxic substances 

A toxic substances handbook has 
been published in conjunction with the 
Toxic Substances Alert Program at the 


NASA Lewis Research Center. The 
handbook contains a toxicity profile of 
187 toxic substances procured during 
a recent 3-1 /2-year period, including 
27 known or suspected carcinogens. 
The goal of the Toxic Substances Alert 
Program is to ensure that Center 
health and safety personnel are aware 
of the procurement and use of toxic 
substances, and to alert and inform 
the users of these materials as to the 
toxic characteristics and the control 
measures needed to ensure their safe 
use. 

The handbook contains the follow- 
ing kinds of information: 

•Chemical Formulas 
•Synonyms 
• Descriptions 


• Fire Hazards 
•Toxicity 

•Treatment for Overexposure 

• Personal Protection 
•Spill or Leak Control 
•Storage 
•Disposal 

•Chemical Incompatibility 

Only toxic chemicals In their rela- 
tively pure state are included. Not 
Included are trade name products 
representing compounds or formu- 
lated proprietary mixtures available as 
commercial products. It Is very 
difficult to assess the toxicity of trade 
name products since the components 
are often unknown. In addition, the 
formulation may change from time to 
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time with substitution of different 
chemicals with differing toxicities. and 
contribution to the total toxic effect by 
each component is difficult to 
evaluate. 

The handbook sets forth acceptable 
standards and practices for minimum 
safety requirements at the NASA 
Lewis Research Center; the informa- 
tion may be useful as a reference for 
other users of toxic materials. The 
handbook may also be helpful as a 
base against which less toxic sub- 
stances might be compared. 

This work was done by Thomas L. 
Junod of Lewis Research Center. 
Further information may be found in 
NASA TM-73666 [N78-20755], ‘7oxic 
Substances Alert Program, ” a copy of 
which may be obtained at cost from 
the New England Research Applica- 
tion Center [see page AT]. 

LEW-13124 

Effects of Moisture on 
Graphite/Epoxy Composites 

The effects of water absorption 
and temperature spiking on 
strength and stiffness 

A recently issued report analyzes 
the effects of moisture on graphite/ 
epoxy composite materials. The report 
describes tests made on a commer- 


cially available graphite /epoxy, used 
for doors on the Space Shuttle; 
however, It has relevance to similar 
materials used in other applications. 
For example, it relates to the behavior 
of automobile engine parts, since the 
periodic temperature rise of the 
engine compartment is analogous to 
the repetitive heating of the Shuttle 
doors over many reentries into the 
Earth’s atmosphere. , 

The study was motivated by the 
problem that in a humid environment 
graphite/epoxy composites absorb 
water molecules that soften the epoxy 
resin. The extent of the deterioration 
depends on the amount of moisture 
absorbed. 

Since the problem is too complex to 
analyze theoretically, tests were 
carried out to determine the design 
allowances necessary to account for 
the moisture effects. In the tests, the 
effects of moisture on the compres- 
sion and shear strengths and stiff- 
nesses of graphite/epoxy laminated 
sheets were determined. The objec- 
tives were to define allowance factors 
for laminates containing various 
amounts of moisture at room temper- 
ature and at 350® F (177® C) and to 
resolve the question of whether the 
compression and shear properties of 
moist laminates are affected by 
repeated exposures to 350® F. 


The results, in brief, are; 

1. At room temperature, the com- 
pressive and in-plane shear 
strengths are not adversely affect- 
ed by moisture. 

2. The compressive and in-plane 
shear strengths at 350® F are re- 
duced substantially in proportion to 
the moisture content. 

3. Repeated exposure to high temper- 
ature at constant moisture levels 
does not change the measured 
properties. 

4. Stiffness, unlike strength, is not 
affected by absorbed moisture. 
Specimens with moisture contents 

of 0, 0.6, 0.8, and 1 .0 percent relative 
to the specimen dry weight were 
tested under static loads at room 
temperature and at 350® F. Another 
group of specimens was moisturized 
to 0.6, 0.8, and 1.0 percent of the 
laminate dry weight and was subjected 
to up to 100 short-duration exposures 
to 350® F. After each thermal cycle, 
the original moisture content was re- 
stored. and the strength of the moist 
specimens was measured. 

This work was done by Clarence W. 
Dill of Rockwell International Corp. for 
Johnson Space Center. To obtain a 
copy of the report, Circle 40 on the 
TSP Request Card. 

MSC-18045 


Computer Programs 


These programs may be obtained at 
very reasonable cx)St from COSMIC, 
a facility sponsored by NASA to 
make new programs available to the 
public. For information on program 
price, size, and availability, circle 
the reference letter on the COSMIC 
Request Card in this issue. 

Oxygen and Nitrogen Raman 
Spectra 

Calculating pressure-broadened 
spectra for molecular nitrogen 
and oxygen 

A new engineering-design computer 
program calculates the rotational 
Raman spectrum of either nitrogen or 
oxygen. The program can be used to 


Increase the performance of gas- 
turbine engines by predicting the 
extent of pressure broadening associ- 
ated with temperature measurements 
at elevated pressures. 

In the development of gas-turbine 
engines, there has been a continuing 
goal to increase turbine inlet tempera- 
ture further and thereby to Increase 
engine performance. The measure- 
ment of gas temperatures in the region 
of the turbine inlet and combustor exit 
Is required for the combustor to 
generate the correct temperature 
profile as well as temperature level. 
These temperature measurements 
have traditionally been made with 
thermocouples; however, no thermo- 
couple is available that will withstand 
the high temperatures and pressures 
[up to 2,400 K and 40 atm (41xio5 


N/m2)] predicted for future turbine 
and combustor development. 

One method for making high gas- 
temperature measurements is a re- 
mote-sensing, light-scattering tech- 
nique utilizing Raman scattering. The 
Raman scattering technique can be 
used to focus remotely on a small 
volume of gas in a gas stream and to 
extract information associated with 
local gas density, composition, and 
temperature. Some of the problems 
associated with Raman scattering in 
measuring temperature in jet-engine 
exhaust gases are fluorescence, am- 
bient light background, interference of 
various species of gas, and pressure 
broadening. The broadening has a 
variety of causes, among which are 
the fact that neither the light source 
(continued on next page) 


NASA Tech Briefs. Fall 1978 




nor the detector is perfectly mono- 
chromatic and the fact that the 
molecules are in motion rather than 
being at rest. Since the broadening 
depends on both the temperature and 
pressure of the gas, it must be taken 
Into account if Raman scattering is to 
be used as a tool for measuring the 
temperature of high-pressure gases. 

In this program, all the necessary 
constants are read Into the program, 
and all the various parameters are 
calculated, as are the number and 
location of the rotational lines for 


either oxygen or nitrogen. Then the 
program calculates the intensity at 
each wave number. The numerical 
integration of these functions Is 
performed using the method of 
Gaussian quadrature. The resulting 
output is then plotted in terms of 
Intensity as a function of wavelength. 
Although the best method of using 
these calculations to determine the 
temperature of a high-pressure gas 
has not yet been determined, it has 
been shown that the effects of 
pressure broadening are not negligible 


for pressures up to 70 atmospheres 
(7.1x10^ N/m2). 

This program is written In FORTRAN 
IV for use on an IBM 360-series 
computer and requires a minimum of 
46K bytes of memory. A plotting 
device and supporting graphics soft- 
ware are also required. 

This program was written by 
Gustave C. Fra//c/f of Lewis Research 
Center. For further information, 
Circle C on the COSMIC Request 
Card. 

LEW-12849 
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Remotely-Powered Intracranial Pressure Monitor 

Stability of 0.1 torr/day is obtained 
by an implantable RF-powered cell. 


Ames Research Center, Moffett Field, California 


Long-term monitoring of intracranial 
pressure is an important diagnostic 
tool when treating patients suffering 
from brain tumors, stroke, or other 
cerebral dysfunctions. The treatment 
of sustained elevated pressures, by 
drugs or surgery, often depends on 
being able to make repeated and 
accurate pressure measurements. 

Intracranial pressures can now be 
monitored by Implanting a variable- 
frequency L/C oscillator In direct 
contact with the dura, the tough 
fibrous membrane that covers the 
brain. The pressure Is converted to a 
frequency change by moving a plunger 
or a compliant diaphragm that forms 
part of a variable inductor or capacitor 
circuit. 

Although these monitors have been 
used for some time, their accuracy 
has been limited by frequency Insta- 
bility and baseline drift due to stray 
capacitances and the “mechanical 
creep” of the transducer plunger or 
diaphragm. For many applications, 
very slow pressure changes that can 
be smaller than the Inherent baseline 
drift of conventional transducers must 
be monitored. Also, the need to make 
wired connections through the scalp 
(in some models) or to install and 
replace batteries for power makes 
patient acceptance difficult. 

A new implantable pressure monitor 
uses a capacitive transducer with a 
stiff metal diaphragm that gives high 
stability for long-term usage. Radio- 
frequency energy, converted to dc by 
a rectifier within the monitor, powers 
the electronics. It thus can be 
permanently implanted (Figure 1) and 
requires no batteries or wired con- 
nections through the scalp. The 
monitor is housed in a cylindrical 
package 1 cm in diameter by 1 cm In 
length (Figure 2). 

The new monitor consists of an 
energy-receiving coil, the rectifier/ 
regulator, a Hartley L/C oscillator, an 
output buffer, and a transmitting coil. 

(continued on next page) 



Figure 1. An Intracranial Pressure Monitor is implanted in the skull so that its 
capacitive transducer rests against the dura. The monitor is powered by RF energy 
from an external source. It therefore requires no batteries or wired connections 
through the scalp. 
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Figure 2. This Compact Package houses the electronics for the monitor. The 
transducer extends through a hole in the end of the housing. RF receiving and 
transmitting coils are located on a disk that rests against the end cap and are wired 
to the electronics through the seal on the end cap. 
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The capacitive transducer, in the tank 
circuit of the oscillator, rests against 
the dura and responds to pressure 
changes by shifting the oscillator 
frequency. A buffer circuit Isolates the 
oscillator to prevent frequency pulling 
caused by loading of the coil. The 
output frequency Is picked up by an 
external receiver and measured to 
determine the pressure. 

The capacitive transducer (see 
Figure 1) has a cylindrical outer body 
and a thin metallic diaphragm installed 
in tension over the body. The body and 
diaphragm form one electrode of the 
capacitor. The second electrode is 
positioned inside and attached to a 
solid insulating material that fills the 
interior of the transducer. Ceramic or 
glass can be used as the insulator. 
The dimensions and elastic modulus of 


the end cap are chosen so that it 
responds as a stiff diaphragm to 
pressure changes. In previous moni- 
tors, large and compliant diaphragms 
were used, which caused the dura to 
distend appreciably and gave inaccu- 
rate pressure readings. In the new 
design, full-scale deflection Is only 
0.0002 in. (0.005 mm). The resultant 
capacitance change is approximately 
1 pF out of a 10 pF base. 

The RF signal that powers the 
oscillator is generated In a remote, 
battery-powered unit that also houses 
the RF receiving circuit. In the 
receiver, the monitor output is re- 
duced from a nominal frequency of 8 
MHz at zero torr and 8.3 MHz at 50 
torr intracranial pressure to an audio- 
frequency that varies In direct propor- 
tion to the Intracranial pressure. The 


audio signal modulates an FM trans- 
mitter to send the data to a remote 
recording station. 

In tests at the Stanford University 
School of Medicine over a period of 50 
days, the unit was stable to within 0.1 
torr/day, as compared to previous 
systems that drifted about 0.7 
torr/day. 

This work was done by Thomas 8. 
Fryerof Ames Research Center. For 
further information, Circle 41 on the 
TSP Request Card. 

This invention is owned by NASA, 
and a patent application has been 
filed. Inquiries concerning nonexclu- 
sive or exclusive license for its 
commercial development should be 
addressed to the Patent Counsel, 
Ames Research Center [see page A8]. 
Refer to ARC-11120. 


Biomedical Applications of Ion-Beam Technology 

lon-beam-textured materials 
studied for implants 


Lewis Research Center, Cleveland, Ohio 



UNSPUTTERED SPUTTERED 

Figure 1 . Polyolefin (carbon impregnated) is shown before ion-beam sputtering and 
after 4 hours of ion-beam sputtering followed by 4 hours of ion-beam sputtering 


while covered with nickei mask. 


Recent Interest in the controlled 
microscopic surface texture of Im- 
plants has led to the evaluation of ion- 
beam sputtering as a potentlally-useful 
surface-roughening technique. Ion 
sources, similar to electron-bombard- 
ment ion thrusters developed for 
spacecraft, have been utilized to 
roughen the surfaces of various bio- 
compatible alloys and polymers typi- 
cally used for dental Implants, ortho- 
pedic prostheses, vascular prosthe- 
ses, and artificial heart components. 
The microscopically-rough surface 
texture produced by Ion-beam sputter- 
ing may result in improvements In the 
biological response and/or perform- 
ance of Implanted devices. Controlled 
surface roughness may result in 
improved attachment of surgical im- 
plant materials to soft tissue, hard 
tissue, or components deposited from 
blood. 

lon-beam-textured soft and hard 
tissue Implants were Investigated 
during this study. Soft tissue Implants 
are normally placed adjacent to or in 
connective tissue or in the blood; e.g., 
artificial blood vessels, artificial heart 
pump diaphragms, pacemakers, and 
percutaneous (through-the-skin) con- 
nectors. 


Hard tissue implants are normally 
implanted adjacent to or in bone 
tissue; e.g., orthopedic prostheses 
and dental implants. 

Both polymers and metals have 
been ion-beam-sputtered. The poly- 
mers consisted of segmented poly- 
urethane, copolymer silicone-poly- 
urethane, Teflon, and polyolefin, while 
the metals consisted of titanium. 


cobalt-chromium, and stainless steel. 
The ion-beam sources were a 5-cm- 
and an 8-cm-diameter electron- 
bombardment Ion thruster operated 
with Inert gas. 

Figure 1 shows scanning electron 
photomicrographs of carbon-impreg- 
nated polyolefin before and after ion- 
beam sputtering. Samples of various 
polymers and metal alloys masked 
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Figure 2. Scanning Electron Photomi- 
crograph of 46 percent chromium and 
20 percent cobalt Is shown after Ion- 
beam sputtering with a tantalum seed. 
Sputtering durations were 4 hours. 

with a fine nickel-mesh screen were 
also sputtered. This masking tech- 
nique resulted in an array of uniform 
depressions etched Into the polyolefin, 
the depth of which can be controlled 
by the sputtering duration. Screens 
with various grid sizes and thicknesses 


can be used to produce surface 
roughness with varying pore size, 
depth, and spacing. 

Figure 2 shows a scanning electron 
photomicrograph of an alloy used for 
orthopedic prostheses that has been 
textured by Ion-beam sputtering. 

Analysis of the results has shown 
that Ion-beam texturing is potentially 
useful In determining the effect of 
surface morphology on the biological 
response to implants because surface 
roughness can be accurately control- 
led within microscopic limits. 

lon-beam-textured Implants have 
been placed In various types of 
animals for variable durations up to 1 1 
months. A variety of lon-beam- 
textured polymers and metals have 
been evaluated as vascular, dental, 
subcutaneous, and percutaneous im- 
plants. Analysis of the results Indi- 
cates that the Ion-beam texturing does 
not produce any change In the 
Inflammatory tissue response, and it 
also showed that a significant Im- 
provement was produced In soft tissue 
adhesion over that of untreated 
polymers and metals. 


This work was done by Bruce A. 
Banks and Albert J. Weigand of Lewis 
Research Center and Donald F. 
Gibbons of Case Western Reserve 
University, Craig L. VanKampen of St. 
Luke*s Hospital, and Charles A. 
Babbush. Further information may be 
found in: 

NASA TM‘X-73512 [N77-11655], 
“Potential Biomedical Applications 
of Ion Beam Technology, “ 

NASA TM-X-73468 [N76-30797], 
“Ion Beam Sputter Modification of 
the Surface Morphology of Biolog- 
ical Implants, “ and 
NASA CR-135311 [N78-18672], 

“Effect of Surface Texture by Ion 
Bearn Sputtering on Implant Bio- 
compatability and Soft Tissue 
Attachment. “ 

Copies of these reports may be 
obtained at cost from the New England 
Research Application Center [see 
page AT]. 

Inquiries concerning rights for the 
commercial use of this invention 
should be addressed to the Patent 
Counsel, Lewis Research Center [see 
page A8]. Refer to LEW- 12807. 


Automated Chromosome Analysis 

Computerized chromosome analyzer 
displays pictures of karyotypes. 


NASA’s Jet Propulsion Laboratory, Pasadena, California 


MICROSCOPE 

SLIDES DtGITAL 



Figure 1. The Major Components of the automatic chromosome analyzer are all 
coordinated by the computer system. Operator interaction is used to assure proper 
system operation. 


A minicomputer-controlled system 
analyzes blood samples automatically 
and displays a karyotype (I.e., the 
specific characteristics of a cell 
nucleus) in pictorial form on a display 
screen. The samples are prepared, 
analyzed, and displayed, by the 
programed machine. 

The major components of the 
system, shown in Figure 1, are the 
specimen preparation unit, the auto- 
mated microscope, and the computer 
system. Blood samples are placed on 
microscope slides, stained, and fed 
Into the automated microscope. Meta- 
phase spreads are found automati- 
cally. and the best ones are selected 
by the operator. The images are then 
digitized and fed into the computer 
system, which locates and measures 
the chromosomes, classifies them by 


group or by type, and prepares a 
digital karyotype Image. This image is 
converted to pictorial form and con- 
stitutes the primary output of the 
system. 


Chromosome measurement data 
are filed in an Interactive data base for 
subsequent statistical analysis. After 
the processing of the last cell for each 
(continued on next page) 
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patient Is complete, the system 
prepares a patient report summarizing 
the result of the analysis and listing 
suspected abnormalities. In addition, 
the system includes options to pro- 
duce additional data outputs as 
desired for specific applications. 
Figure 2 illustrates a typical pictorial 
output of the system. 

The automated light microscope, 
the computer, and some of the video 
monitors are standard devices. Other 
portions of the system are: 

*The automatic focus and spread 
detector unit focuses the micro- 
scope and detects the presence or 
absence of cells In metaphase. 
*The stage controi interface, a 
computer link to the microscope 
stage, scans the sample slide in 
10-micron steps In the x and y 
directions. 

*The hard-copy pictoriai output de- 
vice generates a picture of the chro- 
mosome spread and the computer- 
generated karyotype output with 
patient-identification information . 
•Finally, computer programs have 
been developed to classify banded 
and homogeneously stained chro- 
somes. 

Operator interaction is an Important 
element in assuring the accuracy of 
the analysis and is provided at the 
following key points: 

*ln the siide search, the operator 
can reject any nonchromosome 
material or metaphase spreads of 
inadequate quality. 

*ln the ceii anaiysis stage, the 

operator checks for missed chromo- 
somes or fragmented chromo- 
somes. 

*ln the karotype measurement, im- 
properly positioned chromosomes 
may be moved into position. 

The system operation begins with 
slide preparation. This is done with 
standard Glemsa or trypsin-Giemsa 
staining techniques. The semiauto- 
mated process can prepare up to 576 
specimens per day. These slides are 
fixed so that they can be saved for 
analysis at a later date. 

Once the slide is mounted on the 
microscope stage, the initial slide 
search is done at 40X or 63X, and Is 
fully automatic. Without operator 
Intervention the computer exercises 
the microscope stage in a rectangular 
search pattern while the automatic 
metaphase detector monitors the 
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Figure 2. The Output of the Automated System shows the scanned and processed 
chromosome display. To the left is the original spread of chromosomes. To the right 
is the computer generator karotype. 


video signal for the presence of 
metaphase spreads. When such a 
spread is encountered, the x and y 
coordinates of the stage are logged 
automatically. 

In the editing phase of slide search, 
the computer automatically returns 
the stage to each of the previously 
logged positions to allow the operator 
to view the detected cells. The 
operator may either reject or accept 
the spread. Accepted spreads are 
manually centered beneath the objec- 
tive by the use of a stage-control 
joystick. When the operator termina- 
tes the editing procedure, the system 
goes Into the scanning mode. It 
returns to the accepted spread co- 
ordinates, automatically focuses the 
image, and digitizes the spread Image 
at lOOx into a scan data set. After all 
of the spreads have been digitized, 
the search program reverts to the 
automatic metaphase-finding mode. 

As soon as the computer program 
detects the presence of a spread 
Image in one of the scan data sets, it 
begins the analysis. If the cell is not to 
be karyotyped, the chromosomes are 
located, counted, and displayed to the 
operator for verification. However, If 
the cell Is to be karyotyped, 16 
programs are loaded in sequence and 
executed to effect the karyotype 
analysis of the cell. These programs 


locate the chromosomes, orient them, 
extract measurements, classify the 
chromosomes, and compose the digi- 
tal karyotype. 

When a properly formatted image is 
available in one of the output data 
sets, the hard-copy output program 
begins the transfer, line by line, to the 
pictorial output device. This unit 
requires 1-1/4 minutes for complete 
output of the 660- by 1,000-point 
picture. After one picture is complete, 
it begins output of the image In the 
next output data set. 

The slide search, analysis, and 
output operation all run simultane- 
ously, but on separate cells. From 4 
to 20 cells per hour can be processed 
by this technique. 

Th/s work was done by Kenneth R. 
Castleman, Howard J. Frieden, Elbert 
T. Johnson, Paul A. Rennie, and 
Raymond J. Wall of Caltech for 
NASA’s Jet Propulsion Laboratory. 
For further information, Circle 42 on 
the TSP Request Card. 

This invention is owned by NASA, 
and a patent application has been 
filed. Inquiries concerning nonexclu- 
sive or exclusive license for its 
commercial development should be 
addressed to the Patent Counsel, 
NASA Resident Legal Office-JPL [see 
page A8]. Refer to NPO-13913. 
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Automated Controller for Liquid-Cooled Garments 

Temperature controller requires no physiological 
sensors attached directly to the body. 


Lyndon B. Johnson Space Center. Houston, Texas 


Liquid-cooled garments have many 
potential medical and industrial appli- 
cations, but their widespread use has 
been hampered by temperature con- 
trol problems. Either the wearer must 
manually adjust the temperature of 
the coolant, or physiological sensors 
must be attached directly to the body 
for automatic control. Such sensors 
make the garments cumbersome and 
very restrictive of body movements 
for many applications. 

The feasibility of a fully automated 
controller that would require no body- 
measurement sensors has been dem- 
onstrated during a recent study at 
Johnson Space Center. The auto- 
mated controller, which was simula- 
ted by a computer model and tested 
on live subjects, would be governed 
only by the inlet temperature of the 
coolant and the temperature differ- 
ential across the garment. Although it 
was originally intended for use by 
astronauts In the Space Shuttle 
program, the controller has other 
potential applications In industry, 
medicine, and research. 

In designing the automatic control- 
ler, a computer model of human 
thermoregulation was used and corre- 
lated with data taken on three test 
subjects, two male and one female. 
The subjects* metabolic rates were 
controlled by adjusting the speed of a 
motor-driven treadmill. During the 
tests, the garment Inlet and outlet 
temperatures were recorded, and 
each subject was asked to evaluate 
his or her thermal sensations on a 
scale of from 1 to 7 (ranging from cold 
to hot). From these data, transfer 
functions were developed to relate the 
temperature and changes in the 
temperature at the garment inlet to the 
temperature differential and changes 
in the temperature differential across 
the garment, as required for maxi- 
mum comfort (see figure). 



TEMPERATURE DIFFERENTIAL, 
KELVIN DEGREES (OR *C) 


With the controller logic governed 
by these transfer functions, the inlet 
temperature and temperature differ- 
ential were measured and used to 
calculate the correct inlet temperature 
for maximum comfort. The tempera- 
ture was then set to that value, and 
the response of the subject was 
recorded. These results were 
compared with the inlet temperature 
settings determined by the subject 
according to his own bc^y sensations 
and personal preferences. 

The tests showed that the automa- 
ted controller could give the same 
level of comfort as manual control. In 
fact, in the case of manual control, it 
was noted that the subjects tended to 
overcool themselves, whereas no 
such effect was noted with the auto- 
mated controller. 

The actual controller hardware 
would consist of a water-mixing valve 



CHANGE IN INLET TEMPERATURE. 
KELVIN DEGREES (OR -C) 


coupled to a servomotor and a micro- 
computer that incorporates the con- 
troller logic. The microcomputer 
would sample the inlet temperature 
and temperature differential continu- 
ously and would compute the required 
inlet temperature. The resulting signal 
would operate the servomotor to 
change the setting of the valve to get 
the desired Inlet temperature. 

This work was done by Lawrence 
H. Kuznetz of Johnson Space 
Center. Further information may be 
found in NASA TM-56205 
[N78-11704], ‘Automatic Control of 
Human Thermal Comfort With a liquid- 
Cooled Garment^ [$4.50]. A copy 
may be purchased [prepayment re- 
quired] from the National Technical 
Information Service, Springfield, 
Virginia 22151. 

MSC-18055 


These Transfer Ftmcflons relate the Inlet temf>efature of the coolant in a liquid- 
cooled garment to the temperature differential across the garment for maximum 
comfort of the wearer. They were developed during tests on three human subjects. 
Some refinements to these functions were made in the model of the controller that 
was actually used. 
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Antihistamines Reduce Uiceration Produced by indomethacin 

Metiamide, pyrilamine, and promethazine reduce gastric 
damage in stressed animais that receive indomethacin. . 


Ames Research Center, Moffett Field, California 


For several years, inaomethacm 
has been widely used as an anti- 
inflammatory and analgesic medica- 
tion. Although It is probably the most 
effective drug available today in the 
treatment of patients with rheumatoid 
arthritis, the usefulness of indo- 
methacin has been limited because of 
Its ulcerogenic side effect. Animal 
studies have revealed that indo- 
methacin is similar to aspirin in that 
gastric damage produced by both 
drugs is potentiated under conditions 
of stress. Previously it has been 
shown that metiamide, an H 2 hista- 
mine receptor antagonist, signifi- 
cantly attenuates gastric ulceration 
produced by aspirin in stressed 
animais. 

In new studies to determine 
whether the gastric ulceration pro- 
duced by indomethacin in stressed 
animals can be reduced by antihista- 
mines specific for either the H*| or H 2 
histamine receptor, laboratory 
animals received Indomethacin (6 
mg /kg) and one of several doses (0 to 
32 mg /kg) of antihistamine. The 
animals were then subjected to cold- 
restraint stress for a 2-hour period. 
Following the 2-hour stress period, 
the animals were sacrificed, the 
stomachs were removed, and an 
ulcer score was determined. 

The studies Indicate that gastric 
ulceration produced by indomethacin 
in stressed animals is reduced by 
metiamide (Figure 1). Additionally, 
pyrilamine (Figure 2), and prometh- 
azine, two H-j receptor antagonists, 
successfully reduced the gastric 
damage. The results for metiamide 
and promethazine are summarized in 
the table. This is in contrast to the 
results obtained with aspirin, which 
indicate that only H 2 antagonist, 



Figure 1. The Effect of Metiamide on 
Gastric Ulceration In stressed animals 
receiving Indomethacin (6 mg/ kg) is 
plotted as a mean ulcer score and as a 
mean percent inhibition. Each data 
point represents the mean (± the 
standard error) of 14 animals. The solid 
line is the mean ulcer score; the dotted 
is the mean percent inhibition. 


Figure 2. The Effect of Pyrilamine on 
Gastric Ulceration in stressed animals 
receiving indomethacin (6 mg /kg) is 
shown here. Each data point represents 
the mean (± the standard error) of 14 
animals. The solid line is the mean 
ulcer score; the dotted line is the mean 
percent inhibition. 


Condition 

Mean (± standard error) Ulcer Score 

Percent Reduction 

Indomethacln(a) 

46.2i6.e 

0.0 

Indomethacin and 
Metlamldet^) 

14.3±2.5<<<) 

69.0 

Indomethacin and 
Promethazine^^) 

19.6±4.9<P) 

67.0 


(a) e mo/kg mg/kg 

(b) 20 mg/kg <0*05,J_te8t ' 

The Antiulcer Effects of metiamide and promethazine on indomethacin-produced 
ulcers In stressed rats 


metiamide, attenuated gastric ulcera- 
tion. These studies are potentially 
Important in the therapeutic applica- 
tion of antihistamines to the preven- 
tion of undesired side effect of 
indomethacin. 

This wrk was done by Joan 
Vernikos-Danellis of Ames Research 
Center and Patricia A, Brown of San 
Jose State University. For further 


information, Circle 43 on the TSP 
Request Card. 

This invention is owned by NASA, 
and a patent application has been 
filed. Inquiries concerning nonexclu- 
sive or exclusive license for its 
commercial development should be 
addressed to the Patent Counsel, 
Ames Research Center [see page 
Ad]. Refer to ARC-11118. 
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Sweat Collection Capsule 

Filter-paper insert that absorbs perspiration 
can be replaced while holder stays in place. 


Ames Research Center, Moffett Field, California 



This Sweat Collection Capsule has a quickly-removable cover-plate assembly to 
simplify replacement of the filter-paper inserts. The size of the capsule ring depends 
on the extent of the surface to be measured. 


Perspiration rate at a specific 
location on the body can be measured 
accurately with a sweat collection 
capsule that holds a disk of filter paper 
against the skin. The disk is easily 
inserted and removed while the 
capsule remains strapped in place. 
Weighing the paper before and after 
use gives the perspiration rate in 
g/min/cm2. 

In this technique for long-term 
perspiration monitoring, a steel ring- 
shaped capsule is strapped to the 
particular part of the body to be 
sampled (see figure). The back of the 
capsule is removable to allow insertion 
of a filter-paper disk that is typically 
4.25 cm in diameter. The cover 
assembly is secured by a locking 
screw and an 0-rlng seal that provides 
a moisture seal. 

The paper is weighed before use; 
and after a predetermined period of 
time on the subject, It is removed and 
weighed in an airtight container to 
determine the amount of sweat collec- 
ted. The sample in the filter paper can 
also be chromatographically analyzed 
to determine t^te sweat constituents. 

Another p>ossible use for this device 
is the determination of the number of 
active sweat glands under the cap- 
sule. The skin under the capsule is 
painted with tincture of iodine, and a 


high-starch-content paper is used in 
the capsule. The starch/lodine reac- 
tion produces dots on the paper 
opposite the active sweat glands. 

This vi/ork was done by Robert W. 
Delaplaine and John E. Greenleaf of 
Ames Research Center. No further 
documentation is available. 


This invention is owned by NASA, 
and a patent application has been 
filed. Inquiries concerning nonexclu- 
sive or exclusive license for its 
commercial development should be 
addressed to the Patent Counsel, 
Ames Research Center [seepage A8]. 
Refer to ARC-11031 


Biocompatibility of Surgical Implants 

A consideration of surface energies can reduce trial-and-error 
experimentation when selecting biocompatible materials. 


NASA’s Jet Propulsion Laboratory, Pasadena, California 


A new approach to selecting bio- 
compatible materials for surgical im- 
plants uses fracture mechanics rela- 
tionships and the surface energies of 
the materials in the presence of blood 
plasma. Using the method, 190 
materials have been characterized by 
parameters that reflect their potential 
blocompatibility. Thus, the amount of 


actual testing required can be reduced 
by selecting only those materials that 
are the most promising candidates. 

Fracture mechanics enters the bio- 
compatibility problem because it helps 
to determine the adsorption and 
retention of a plasma-borne protein 
film on the implanted surfaces. If the 
film is strongly retained, it mediates 


the formation and release of thrombus 
at the Implant and thus reduces the 
possibility of embolism, a major 
problem with Impiants. The surface 
energies determine the extent to 
which the film is easily “fractured" 
from the implanted surfaces. 

One of two key relationships in the 
method Is the expression for inter- 
(continued on next page) 
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Surfac# Enargy Relationships affect the blocompatiblllty of surgically-implanted 
materials. 


facial tension (Xij) between two sur- 
faces in contact [see equation (1) in 
box] where a and pare the dispersion 
and polar components of surface ten- 
sion, respectively, and the subscripts 
i and ] refer to the phases in contact. 
For an implant, three phases are 
involved: the plasma protein film 
(phase 1), the blood plasma (phase 
2), and the implant (phase 3). The 
interfacial tensions, y*i2. ^13. and 
^23. nnust be determined for all three 
combinations. The excess term Ay, 
which describes interdiffusion of 
covalent Interactions, Is assumed to 
be negligible. 

The second relationship [equation 
(2) in box] expresses the Griffith 
fracture energy Yq In terms of the 
surface energies. The fracture energy 
is that required to detach adsorbed 
protein film from the implant in the 
presence of blood plasma. A study of 
the fracture energies of materials that 
have been tested for biocompatibility 
shows a direct correlation between 
high values of Yq and the maximum 
biocompatibilities. 

An analysis of the a and p com- 
ponents indicates that the material 


should have a high dispersion com- 
ponent (a) and a low polar component 
( p) to maximize Yq. Conversely, if an 
implant surface has a high /lvalue and 
a low a, Yq will be low, and the protein 
willl be only weakly retained. The 
result is an incompatible surface that 
acts as an efficient thrombus and 
embolus generator. 

The dispersion and polar surface 
energies have been tabulated for 190 
biological and nonbiological implant 
surfaces. Low-temperature isotropic 
carbon is one of the most blocompati- 
ble materials with a greater than 6.0 
(dyn/cm)1/2 and p less than 2.0 
(dyn/cm)1/2. One of the least bio- 
compatible materials Is Stellite 21 with 


a relatively low a of about 5.0 
(dyn/cm)*>'2 and p above 5.0 

(dyn/cm)1 /2. 

The analysis can be extended to 
describe the effects of interface 
roughness and Interdiffusion, which 
are important in microfiber scaffold 
surfaces, hydrogel coatings, and bio- 
logical intimal surfaces of the cardio- 
vascular system. 

This work was done by David H. 
Kaelbie of Rockwell International 
Corp. for NASA’s Jet Propulsion 
Laboratory. For further information, 
Circle 44 on the TSP Request Card. 
NPO-14291 


Microprocessor-Based Cardiopulmonary Monitor 

Complete, automated system 
performs cardiopulmonary diagnostics. 


Lyndon B. Johnson Space Center, Houston, Texas 


Microprocessor technology has re- 
duced the size of a complete cardio- 
pulmonary-monitoring system and cut 
its power requirements by 90 percent. 
The new system (see figure), originally 
designed to test the effects of weight- 
lessness on astronauts, has a dedi- 
cated 16-bit central-processing unit 
(CPU) that controls heart- and respira- 
tory-monitoring transducers and su- 
pervises data acquisition and analysis. 
The CPU controls lights and lighted 
pushbuttons on the control panel to 
guide the operator through the various 
experimental maneuvers. 

The system performs pulmonary- 
function tests (PFT) and physiological 
time-constant/pulmonary blood-flow 
Jests (PTC/PBF). Each of these test 
sequences actually consists of several 
submeasurements. For example, the 
PFT includes measurements of resid- 


ual volume (the volume of air remain- 
ing in the lungs after a complete 
exhalation) by the nitrogen-washout 
method and forced-vital-capacity 
measurements (the maximum volume 
of air that can be forcefully exhaled, 
starting from full inspiration). The 
PTC/PBF series includes measure- 
ments of oxygen consumption, car- 
bon dioxide production, minute venti- 
lation, heart rate, and cardiac output, 
all of which reflect the dynamic 
response to stress. 

The system hardware occupies 
only 36 vertical inches (91 .4 cm) of 
standard rack space. In addition to 
the microprocessor and the control 
panel, the electronics include an auto- 
mated blood-pres s u re-meas u ring 

system, an exhalation spirometer for 
measuring respiratory volume, an 
oxygen-demand regulator, and a vid- 


eo monitor. Also contained in the 
system are an analog-to-digital con- 
verter, electrocardiograph, and mass- 
spectrometer transducers, and a 
digital tape printer mounted on the 
control panel. A separate bicycle 
ergometer can be included for exer- 
cise stress. 

The firmware to control and monitor 
the experiments Is contained in 5K of 
programable read-only memory. An 
additional 8K of random-access mem- 
ory are included as a data buffer and 
“scratch pad” memory. No data are 
stored In the system. Instead, real- 
time data are displayed on the printer 
and the video monitor. The data can 
also be transmitted to a remote data 
system for long-term storage. 

The experimental control panel is 
separated into four modules. Including 
an initialization module, a pulmonary- 
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Cardiopulmonary-Monitoring Functions are controlled by a 16-bit-microprocessor CPU. Power consumption is 100 watts, down 
from 1,000 watts In an earlier, minicomputer-based system. 


function test module, a physiological 
time-constant/pulmonary blood-flow 
module, and an output module. The 
initialization module is for subject and 
mass-spectrometer identification and 
for test selection (PFT or PTC/PBF). 
The PFT module guides the subject 
through the nitrogen-washout and 
forced-vital-capacity maneuvers. The 


PTC/PBF module controls an exercise 
protocol that includes cardiac-output 
maneuvers (cued by panel lights). 
Controls for selecting the output 
device are located on the output 
module. 

This work was done by John A. 
Rummel and Charles F. Sawin of 
Johnson Space Center and Melvin 
C. Buderer, Donald G. Mauldin, and 


Katherine M. Tamer of Technology 
Inc. Further information may be found 
in NASA CR-1 51688 [N78-21752], 

' * Microprocessor ~Bas ed Cardiopul- 

monary Monitoring System'* [$11]. A 
copy may be purchased [prepayment 
required] from the National Technical 
Information Service, Springfield, 
Virginia 22151. 

MSC-18235 


Resterilizable Electrode for Electrosurgery 

Conductive elastomers offer good 
electrical contact and are reusable. 


NASA Headquarters, Washington, D.C. 

moved. Coating the metal plates with 
a conductive substance to fill in the 
contours proved unsuccessful. The 
use of a flexible lead electrode coated 
with a cloth soaked In an electrolyte 
was a moderate Improvement. 

Recent experiments have now 
shown that by using a flexible- 
polymer/conductive-particle compos- 
ite, the required electrode properties 
(continued on next page) 


A major problem In early electro- 
surgical techniques was the occur- 
rence of patient burns due to poor 
contact with the return electrodes. 
Electrosurgery uses a radio-frequency 
current to cut or coagulate living 
tissue at a point where the electrical 
circuit is completed. Unwanted elec- 
trical heating can occur, however, at 
the skin-to-ground electrode interface. 
The key to minimizing this effect is to 


establish a low-resistance electrical 
contact between the metal and the 
skin; the quality of the contact 
depends on the surface area of the 
electrode and on the resistance of the 
skin. A further requirement is that the 
ground as well as the surgical 
electrode itself must be sterile. 

In the past, large plates have been 
used for the ground electrodes; these 
often lost contact as the patient was 
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A Return Electrode for Electrosurgery Circuits, consisting of silicone rubber filled 
with carbon, silver flake, and silver-plated glass spheres, makes good contact with 
the patient to prevent burns. The flexible-polymer/conductive-particle composite 
maintains its strength, conductivity, and flexibility even after repeated 
sterilizations. 


of flexibility, electrical conductivity, 
tensile strength, and tear resistance 
can be retained even after repeated 
steam sterilization in an autoclave. 

The electrodes are fashioned from 
silicone rubber filled with carbon, 
silver flake, and silver-plated glass 
microspheres. The electrode sheets 
measure about 10 by 10 cm and are 2 
mm thick. Test operations on organ 
and muscle tissue of laboratory 
animals (see figure) showed that the 
new ground electrodes allow repeat- 
able. clean cuts and coagulation. 

This work was done by Everis R. 
Engstrom and James C. Houge of the 
University of Wisconsin— Madison for 
NASA Headquarters. No further doc- 
umentation is available. 

HON-10915 


Retainer for Laboratory Animals 

Animals are held securely, 
yet are fully accessible. 


Langley Research Center, Hampton, Virginia 



The Bio-retainer cantilever arm at the right is removed from its pin to access the 
work area between the two guides. The second arm from the right is swung aside to 
expose soft foam material that conforms to the shape of the specimen. The third arm 
from the right rests on hard-foam blocks that can be used as a base for taping the 
specimens. At the far left, electrical leads feed through a hole in the cantiiever arm. 
Instrumentation is housed in a recess in the arm. 


A “blo-retalner” holds laboratory 
animals in a fixed position for research 
and clinical experiments. The bio- 
retainer aliows full access to the 
animals and can be rapidly opened 
and closed to admit and release the 
specimens. 

The device was originally developed 
to hold mice while they are exposed to 
microwave radiation in experiments to 
determine the relation between micro- 
waves and tumors. It holds the mice 
in a fixed position during the experi- 
ments. The retainer can be easily 
adapted to hold smaller or larger 
animals. 

The restraining device (see figure) 
consists of a baseplate, cantilever 
arms supported by pins, and parallel 
guides. A test animal is placed 
between the pair of guides, and the 
cantilever arm is lowered into position 
over the animal. (The weight of the 
arm binds it in a fixed position on the 
pin; alternatively, a locking screw can 
hold the arm on the pin.) 

The experimental instrumentation is 
installed in a recess in the arm. The 
arm can be swung out of the way or 
removed completely when it Is not 
needed. Additional restraints can be 
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mounted on the guides If necessary. 

This work was done by Roland W. 
Lee of Langley Research Center. For 
further information, Circle 45 on the 
TSP Request Card. 


Inquiries concerning rights for the 
commercial use of this invention 
should be addressed to the Patent 
Counsel, Langley Research Center 
[see page A8]. Refer to LAR-12353. 


NASA Tech Briefs. Fall 1978 


Improved Myocardium Transducer 

An improved pin, held in place by the heart-muscle fibers 
instead of sutures or barbs, minimizes trauma to the myocardium. 


NASA's Jet Propulsion Laboratory, Pasadena, California 



0.1S-mm TRANSDUCER 

INDENTATION LEADS 



Many different transducers are used 
in heart research. One type designed 
to measure forces within the myo- 
cardium consists of two or more pins 
attached to a small beam. A semicon- 
ductor device attached to this beam 
converts the forces acting on the 
beam into electrical impulses. 

This transducer is inserted Into a 
desired location in the myocardium 
and is held In place by one of two 
methods: 

1 . The transducer is sutured In place. 
This method is time-consuming 
and traumatic to the myocardium. 
Sutured transducers are difficult to 
remove and can sample the force 
only to the depth of suture, which 
Is hard to reproduce. 

2. There are barbs on the pins of the 
transducer that hold it in place 
wher} it Is Inserted in the myo- 
cardium. (See “Myocardial Wall- 


New Transducer Pins have small inden- 
tations at their bases. (This drawing 
exaggerates the dimensions to illus- 
trate the concept.) Epicardial fibers 
close around the indentations, holding 
the transducer securely in the heart 
muscle. 


Thickness Transducer,’* (NPO- 
13644), NASA Tech Briefs (Spring 
1976), Vol. 1. No. 1, p. 83.) These 
barbs can cause tearing and cut- 
ting of the heart muscle when the 
transducer is removed. 

An alternative method of implanting 
the transducer Is to use the newly 
designed pins shown in the figure. 
Each pin has a small indentation at the 
base; epicardial fibers that close 
around it hold the transducer securely 
In place. The pins are thin enough to 
cause a minimum of trauma to the 
myocardium during Implantation and 
removal. 

This work was done by Virgil H. 
Culler, Cyril Feldstein, and Gilbert W. 
Lewis of Caltech for NASA’s Jet 
Propulsion Laboratory. For further 
information, Circle 46 on the TSP 
Request Card. 

NPO'14107 


Implantable Digital Hearing Aid 

Sound waves are converted to digital pulses 
and applied directly to the auditory nerve. 


John F. Kennedy Space Center, Florida 


A hearing aid that merely amplifies 
sound entering the ear is ineffective if 
the inner ear is disabled. It has been 
proposed that In such cases the 
electrical output of a hearing aid 
could be directly connected to the 
auditory nerve, bypassing the Inner 
ear. 


Due to the complex electrical 
nature of the organ of Corti (the inner 
portion of the cochlea), however, 
there had been doubts that an analog 
voltage applied to the nerve with a 
single electrode could produce the 
sensation of sound without consider- 
able distortion and poor fidelity. 


Therefore a proposed new hearing aid 
would convert the analog output of a 
microphone into digital pulses In about 
10 channels of audiofrequencies. 
Each pulse band could be directly 
connected to the portion of the 
auditory nerve most sensitive to that 
frequency range. 

(continued on next page) 
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To encompass the audio range from 
0 to 5,000 Hz, the 10-channel system 
illustrated In Figure 1 has been 
proposed. A conventional miniature 
hearing-aid microphone and amplifier 
are used to obtain the analog voltage. 
The analog output is divided by 10 
band-pass filters to form 10 adjacent 
channels of 500-Hz widths. A simple 
transistor switch, biased at a given 
threshold, converts the analog signal 
to digital pulses. The digital pulses 
have either a highly electrically- 
polarized “on” state or baseline “off” 
state, which closely resembles the 
natural mechanism of nerve conduc- 
tion of the auditory nerve. 

As seen in Figure 2, these signals 
could be conveniently carried to the 
ear canal with an insulated multi- 
conductor wire that could be made 
detachable by using a connector at the 
remote end. From this point the 
connection to the auditory nerve must 
be made by surgical implantation, 
after experimentally determining the 
point along the basilar membrane 
normally accustomed to transmitting 
like signals in the normal hearing 
process for interpretation as sound. 

The complete system, once the 
techniques for implantation and test- 
ing are developed, will effectively 
bypass the entire mechanical portion 
of the hearing mechanism from the 
external ear through the inner ear. 

This work was done by Adam M. 
Kissiah, Jr., of Kennedy Space 
Center. For further information, 
Circle 47 on the TSP Request Card. 

This is the invention of a NASA 
employee, and U.S. Patent No. 
4,063,048 has been issued to him. 
Inquiries concerning license for its 
commercial development may be 
addressed to the inventor: Mr. Adam 
M. Kissiah, Jr., 155 Brandy Lane, 
Merritt Island, FL 32952. 

KSC-11009 
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Figure 1. This Digital Hearing Aid uses a microphone and audio amplifier to 
produce an analog electrical signal that is separated into 10 channels by band-pass 
filters. The analog signals are then converted to digital pulses that are applied 
directly to the auditory nerve. 


MIDDLE INNER 

EAR EAR 


CONNECTOR 



Figure 2. A Connector Implanted In the Mastoid Area is one way to join the hearing 
aid to the surgically implanted electrodes. The wires carrying the digital channels to 
the electrodes implanted in the basal membrane must be well insulated from each 
other and from body fluids to prevent signal degradation. ( The connector/ plug 
method of stimuli transmission to the inner ear is not the best possible method of 
transdermal coupling. More cosmetically acceptable methods will be proposed after 
experimentation.) 


392 


NASA Tech Briefs, Fall 1978 




Automated Syringe Sampler 

Device for remote sampling of 
air or water in pollution studies 


Langley Research Center, Hampton, Virginia 



Figure 1 . Automated Syringe Sampler is small, rugged, and weighs only 5.5 ounces 
(156 grams). The syringe-needle unit, glass sampling tube, and servomechanism are 
all available commercially. Only the mounting apparatus and signal-conditioning 
unit are custom-designed. The unit is self-sealing and essentially leakproof; the 
glass tube is disposable. It is inexpensive to assemble, easy to transport and store, 
and is entirely self-contained. A variation of the device substitutes a timing device 
for the remotely triggered signal to provide timed switch closure for unattended 
sequential sampling. 
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Figure 2. This Signal Conditioner produces a stream of pulses that operate the 
sampler servo. The length of travel of the servo Is controlled by the pulse width. By 
changing the switch position, the width is changed, and the syringe needle Is either 
driven Into or extracted from the rubber septum. 


The automated syringe sampler 
shown In Figure 1 is designed 
primarily for remotely collecting field 
samples of air or water from pollution 
sources and from tracer gases used to 
track such sources over long dis- 
tances. It consists of an evacuated 
glass tube with a rubber septum, or 
seal, at one end, a double-ended 
needle, and a small servomechanism. 
A mounting board is also required, 
along with two small brackets to hold 
the needle and adapt, the glass tube to 
the servomechanism. A small signal- 
conditioning unit was specifically de- 
signed to supply a digital signal to the 
servomechanism and to allow it to be 
controlled by a simple switch closure. 
The signal conditioner, shown in 
Figure 2, uses only a single timer 
Integrated circuit and some outboard 
components. 

To collect a sample, the servo- 
mechanism is activated remotely, 
either by a switch closure or a radio 
signal. The servomechanism drives 
the evacuated glass sampling tube 
forward into the stationary syringe- 
needle unit, which causes one end of 
the double-ended needle to puncture 
the rubber septum. The glass sam- 
pling tube then begins to draw a 
sample of the surrounding fluid (air or 
water) through the double-ended 
needle. This continues until the 
sampling-tube pressure reaches ambi- 
ent pressure, typically in 5 seconds. 

The servomechanism switch is then 
opened, driving the glass tube in 
reverse and extracting the syringe 
needle from the rubber septum. The 
septum expands and seals the fine 
hole made by the needle penetration. 
The fluid sample is removed from the 
glass sampling tube with a conven- 
tional syringe and is Injected Into the 
appropriate apparatus, such as a gas 
chromatograph or mass spectrom- 
eter, for analysis. 

Because of its small size and 
weight, the unit can be flown, floated, 
or carried to essentially any location. 
It can be used in aircraft, onboard 
ship, on weather balloons, or placed 
inside of commercial or residential 



ventilation ducts or other air-carrying 
devices. 

This work was done by Gerald C. 
Purgo/d of Langley Research Center. 

No further documentation is available. 


Inquiries concerning rights for the 
commercial use of this invention 
should be addressed to the Patent 
Counsel, Langley Research Center 
[see page A8]. Refer to LAR~1230d. 
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Wideband EMG Telemetry System 

Compact transmitter simplifies 
multichannel EMG telemetry. 


Ames Research Center, Moffett Field, California 


One useful technique for deter- 
mining the orthopedic corrections 
required by people suffering from 
cerebral palsy Is to monitor their gaits 
electronically. In this method, elec- 
trodes are placed on six opposing 
muscle groups on each leg, and 
pressure-triggered step-indicator 
switches are mounted on both shoe 
soles. These electromyographic 
(EMG) and pressure sensors are 
monitored as the person walks; the 
information obtained, in an EMG 
bandwidth of 20 to 2,000 Hz, is used 
to correlate the activity of the leg 
muscles with each phase of walking. 

Telemetering the data has the 
obvious advantage of eliminating 
cables between the subject and the 
recording equipment. Ordinarily, 
several data channels would be trans- 
mitted by using a multiplexed data 
transmitter and a single RF link. 
However, because of the EMG band- 
width requirement of 2,000 Hz and the 
need for 12 channels, a multiplexed 
system would be difficult to implement 
in a low-powered device having a 
reasonable transmitting range. 

A new, wideband EMG telemetry 
system, developed for this application, 
consists of miniature, individual, 
crystal-controlled RF transmitters lo- 
cated at each electrode site. The 
transmitters are assigned operating 
frequencies within the 174- to 216- 
MHz band. They are small enough to 
be placed at the sensor sites, yet 
having a linear frequency response 
from 20 to 2,000 Hz and an operating 
range of 15 meters. The receivers are 
crystal-controlled so that there Is no 
ambiguity in identifying the channels. 
The amplifiers have an input imped- 
ance of 10 M Qand are used with two 
sensing electrodes per channel. 

The use of individual transmitters 
for each data channel has advan- 
tages. By eliminating the need for 
cables between the electrode sites 
and a master transmitter, maximum 
mobility is allowed, preparation time Is 
reduced, and subject comfort is 
Improved. Data channels can be 
easily added or subtracted. 



Figure 1. This Compact Transmitter (largest of the three packages) sends data 
collected by EMG pressure sensors (smaller packages) to a nearby receiver. The 
data are used to analyze muscle movements in the gaits of patients suffering from 
cerebral palsy. 
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The circuit for the EMG transmitter 
(including batteries) is small enough to 
be attached at the electrode site (see 
Figure 1). The circuit was designed to 
minimize the number of components 
and the current drain. Figure 2 shows 
the circuit diagram of the complete 
unit with preamplifier, subcarrier os- 
cillator, RF transmitter, and battery 
supply. 

The preamplifier gain is set at 56 so 
that a full-scale Input signal of ±3 mV 
will provide ±168 mV at the modulator 
input, with a band pass of 20 to 2,000 
Hz. The subcarrier oscillator uses a 
single operational amplifier as a differ- 
ential pulse-width modulator. Pulse 
widths are varied ±30 percent with a 
fixed frequency of 10 kHz. The three 
operational amplifiers (in the pre- 
amplifier and the subcarrier oscillator) 
are on one integrated-circuit chip. The 
transmitter is packaged as a disk 3.75 
cm In diameter and 0.9 cm thick. Two 
small silver oxide cells are used as a 
battery supply. Current drain of the 
complete RF section is less than 
3 mA. 

The FM receiver passes the signal 
to a subcarrier demodulator that 
retrieves the EMG signal for display on 
a recorder and a monitoring scope. A 
circuit diagram of the subcarrier 
demodulator is shown In Figure 3. The 
demodulator has a low-pass filter at its 
Input that allows sufficient rise time for 
threshold detection of the 10-kHz 
subcarrier, yet reduces any spurious 
high-frequency responses that might 
occur during modulation and trans- 
mission. 

The threshold detector automati- 
cally measures the peak-to-peak am- 
plitude of the subcarrier and generates 
a voltage that is centered at the 
midpoint of the rectangular waveform. 
Using this information, the comparator 
reshapes the subcarrier to a rectangu- 
lar waveform with fast rise-and-fall 
times and a constant amplitude. Low- 
pass filtering of the modulated rectan- 
gular waveform reproduces the origi- 
nal EMG. 

This work was done by S. A. 
Rosatino and R. M. Westbrook of 
Ames Research Center. For further 
information, Circle 48 on the TSP 
Request Card. 

ARC’11209 


PREAMPLIFIER 



Figure 2. The Wideband FM Transmitter of the EMG telemetry system can be 
packaged in a disk having a diameter of 3.75 cm and a thickness of only 0.9 cm. 
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Figure 3. The Subcarrier Demoduiator In the receiver circuit retrieves the original 
EMG. The scaling amplifier adjusts the output for uniform gain among several 
transmitted channels. 
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Computer Programs 

These programs may be obtained at 
very reasonable cost from COSMIC, 
a facility sponsored by NASA to 
make new programs available to the 
public. For information on program 
price, size, and availability, circle 
the reference letter on the COSMIC 
Request Card in this issue. 

Medical Information 
Management System 

Flexible system of programs 
speeds recordkeeping 

The Medical Information Manage- 
ment System (MIMS) Is an online 
Interactive Information processing 
system that handles all aspects of data 
management related to patient care. 
Characterized by quick and easy 
access to Important Information, 
MIMS can be used to recall the 
medical record of a specific patient, to 
search for specific types of data 
among patient records, and to re- 
search other readlly-available medical 
data bases. 

The flexibility of MIMS allows the 
user to decide the categories and 
formats of the data, to change any 


data entry without regard to the length 
of the original data field, to retrieve 
selected Items of data, to generate 
tabular Information assembled from 
the comparison of all the records In 
the system, and to generate statistical 
Information. 

Although MIMS was developed for 
application to medical recordkeeping 
situations, it Is a general-purpose 
Information storage and retrieval sys- 
tem. Potential applications could In- 
clude managing occupational safety 
data, handling judicial Information, 
and serving as a personnel Inquiry 
system. 

The MIMS package consists of 
seven programs. Each operates Inde- 
pendently, but all are connected by 
references to common files In the 
system. The HEADER program cre- 
ates a file of headings (or labels), 
consisting of from 1 to 20 alphabetic 
or numeric characters, for data that 
will be placed under these headings by 
the STORE program. As many as 160 
headings may be used for a single 
header file. This program allows the 
user to change an existing header file. 

The STORE program enables one to 
enter data under a specific header file. 
The RETREV program Is used to recall 
Information by defining a very specific 


or very generalized search. The 
UPDATE program alters data files by 
changing an entry in a data record, 
adding to a data record, or deleting a 
heading and Its corresponding data (or 
deleting an entire record or records). 
The SORTER program arranges rec- 
ords according to user-set priorities In 
either ascending or descending order. 
The MERGE program merges two 
sorted data files. The SUPPLEMENT 
program adds new categories and 
data to an existing file. 

The MIMS programs are written In 
extended FORTRAN for Interactive 
execution and have been Implemented 
on a CDC 6000-serles computer. For 
use under the CDC FTN compiler, the 
user will have to supply certain Input, 
output, and file-handling capabilities 
that are available on the UCS 
FORTRAN (PFUR) compiler. The 
largest MIMS program has a central 
memory requirement of approximately 
16K (octal). 

This program was written by Sidney 
Alterescu and Kathleen R. Hipkins of 
Goddard Space Flight Center and 
Carl A. Friedman of Federal City 
College. For further information, 
Circle D on the COSMIC Request 
Card. 

GSC-12078 
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Noncontact Optical Communication Between Moving Stations 

Concentric light beams and large lenses allow uninterrupted 
signals between stations with limited relative motion. 


Langley Research Center, Hampton, Virginia 


cb 
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This Optical Data Coupler has three channels concentric with the axis of rotation to 
maintain communication through 360* rotation. Lateral movement and separation 
along the axis of rotation are accommodated to an extent depending on the sizes of 
the lenses. 


An optical coupler allows non- 
contact data transfer between two 
parts having several degrees of 
relative motion. Rotation about one 
axis and limited axial and radial 
motions will not Interrupt commu- 
nications. 

The data coupler was designed for a 
very stable platform used in high- 
resolution pointing experiments con- 
ducted onboard the Space Shuttle; it Is 
the link between the spacecraft and 
the platform, carrying data to be 
transmitted Into space from the 
platform and data received from space 
at the platform. If all of the position 
adjustments of the platform were 
made with gimbals, the data could be 
carried by commutators. However, 
the fine adjustments are made through 
a noncontacting magnetic suspension, 
so data must be transferred to and 
from the platform without disturbing 
the suspension and without creating 
electromagnetic interference. There- 
fore the optical communication link 
was devised. 

The optical coupler consists of three 
concentric light channels that are 
coaxial with the rotational axis of the 
platform (see figure). Channels 1 and 
3 are directed from the platform to the 
base, and channel 2 goes from the 
base to the platform. (The amount of 
data received in the experiments is 
greater than the amount sent out.) 

Each channel employs one or more 
gallium arsenide infrared light-emitting 
diodes (LED’s) as transmitters. The 
rays from each LED are projected 
across the gap into lenses that focus 
the light on photodiode receiving 
devices. 

In channel 1, the innermost chan- 
nel, the optical path is direct. In 
channels 2 and 3 (the Intermediate 
and outer channels), mirrors are used 
to save space. For structural reasons, 
components of the two inner channels 
(1 and 2) are supported by spokes; 
therefore three LED’s are used to 
ensure that at least two light paths to 
the detectors will always be unob- 
structed by the spokes. 


Since the channels are concentric, 
any amount of axial rotation between 
platform and base can be accommo- 
dated. Up, down, and sideways 
motion between platform and base is 
accommodated — within the limits of 
the worst-case pointing situations — 
by proper positioning of the LED’s and 
photodiodes and by choosing the focal 
lengths of the lenses so that the light 
spots remain within the active areas of 
the detectors. 

Digital data are transmitted by 
pulse-modulating the light beams in 
each channel with the data selected 
for that channel and by detecting the 
data at the photodiodes as current 


pulses. Capacitance coupling re- 
moves dc dark current from the photo- 
diode output, and an automatic gain- 
control circuit Improves operation over 
varying signal-to-nolse ratios. 

This work was done by David C. 
Cunningham and Brian J. Hamilton of 
Sperry Rand Corp. for Langley 
Research Center. For further infor- 
mation, Circle 49 on the TSP Request 
Card. 

Inquiries concerning rights for the 
commercial use of this invention 
should be addressed to the Patent 
Counsel, Langley Research Center 
[see page A8]. Refer to LAR-12283. 
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Photovoltaic Systems Test Facility 

Equipment for "breadboarding” and analyzing 
fairly-large-scale solar-cell power systems 


Lewis Research Center, Cleveland, Ohio 


A new national photovoltaic (solar- 
cell) power-system test facility has 
been established. This facility was 
designed, built, and is operated by the 
NASA Lewis Research Center to serve 
the National Photovoltaic Conversion 
Program managed by the U.S. Depart- 
ment of Energy. It provides a broad 
and flexible capability for evaluating 
photovoltaic systems and design con- 
cepts and for determining optimum 
system configurations and operating 
modes. As a “breadboard” system, it 
can be used to check out complete 
systems, subsystems, and compon- 
ents before installation in actual 
service. 

The facility comprises a solar-cell 
array, power conditioning equipment, 
electrical loads, electric-utility Inter- 
face equipment, batteries for energy 
storage, and an Instrumentation and 
data-acquisition system. Peak power 
rating with a full complement of solar- 
cell modules Is 10 kilowatts. 

The solar array (shown in the photo- 
graph) consists of 240 solar-cell 


panels, 4 by 8 feet (1 .2 by 2.4 meters) 
in size, mounted on frames that can 
be inclined from 5® to 85® from 
vertical. A wide variety of solar-cell 
module designs can be installed on the 
panels. The modules can be Inter- 
connected electrically in various con- 
figurations and can be reconfigured 
either at the array or In the control 
room. The full array can also be split 
Into several Independent arrays. 

The facility Is a flexible power 
system and can be interfaced with the 
electric utility or operated as a 
“stand-alone” photovoltaic power 
system. The Initial test systems were 
assembled with a single-phase 5-kVA 
self-commutated Inverter and a single- 
phase 8-kW line-commutated Inverter 
transformer-coupled to a load bank 
and to the load electric-utility distribu- 
tion network. Various electrical loads 
that are used In systems tests are 
supplied by the solar array and/or by 
an electric-utility network to which the 
Photovoltaic Systems Test Facility can 
be connected. 


Interface with an electric-utility 
distribution network is achieved 
through proper matching transformers 
and circuit breakers. When the solar 
array supplies more power than is 
called for by the load, the excess 
power is fed into the utility grid. When 
there is insufficient power from the 
array, the difference is automatically 
supplied from the utility network. 
Energy storage consists of 48 kWh of 
lead-acid storage batteries of a deep- 
discharge-cycle-duty type. 

The facility includes an extensive 
Instrumentation and data-acquisition 
system. Transducers measure elec- 
trical parameters (voltage, current, 
power, reactive power), module tem- 
perature, weather parameters (wind- 
speed and wind direction, air temper- 
ature, humidity), and insolation. A 
combined microprocessor/minicom- 
puter with data-acquisition and display 
systems provides online results during 
test operations. 

The Photovoltaic Systems Test 
Facility is an installation in which 



Array of Solar Cells on 240-panels is used at the Photovoltaic Systems Test Facility for analyzing solar-cell power designs. The 
panels can accommodate various types of cells In electrical configurations that can be set at the array or In a control room. 
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photovoltaic power systems can be 
assembled and electrically configured 
to evaluate system performance and 
characteristics. The effects of envi- 
ronmental factors (wind, temperature, 
rain, snow, and dirt) on solar-array 
performance are observed for study. 
Also, effects on the environment, such 


as radiated electromagnetic inter- 
ference, can be studied. 

This work was done by Lewis 
Research Center. Further informa- 
tion may be found in: 

NASA TM-73787 . [N78-15059], 
"The ERDA/LeRC Photovoltaic 
Systems Test Facility/’ and 


NASA TM-X-73641 [N77-22609], 
"ERDA/ Lewis Research Center 
Photovoltaic System Test Facility. ’’ 
Copies of these reports may be 
obtained at cost from the Technology 
Application Center, University of New 
Mexico [see page A7\. 

LEW-13073 


Ruby C-Axis Alinement System 

A new room-temperature system locates the 
C-axis of a ruby slab to within ± 3 minutes of arc. 


NASA's Jet Propulsion Laboratory, Pasadena, California 



RUBY SLAB MAGNET AND 

IN X-BAND STRUCTURE COILS 


This Ruby C-Axis Alinement System tunes the ruby slab for dielectric resonance at 
room temperature. The C-axis orientation is determined from recorded plots of the 
paramagnetic absorption, in the X-band, of two idler transitions. 


Rubies fabricated for maser applica- 
tions must be alined precisely for cut- 
ting their faces at the proper angle to 
the C-axis. Operation of a maser in the 
K-band requires that the 1 to 3 and 2 to 
4 pump transitions in the ruby be con- 
gruent. This occurs at the push/pull 
angle of 54.7®. Therefore the surface 
must be ground to within a few minutes 
of arc of this angle and accurately 
placed in the maser so that the magnet 
will generate a field at 54.7® with re- 
spect to the ruby C-axIs. 

A standard procedure for alining a 
ruby boule Is to cool the ruby to 4.2 K 
(the maser operating temperature) and 
measure the paramagnetic resonance 
to determine the C-axIs. This pro- 
cedure can be very time consuming 
since It requires a lengthy cooldown 
cycle each time a slab is checked. 

A new, room-temperature. C-axis 
alinement system, shown In the il- 
lustration, Is simpler and faster. The 
ruby is tuned (at room temperature) to 
act as a dielectric resonator in a wave- 
guide. The C-axis can then be located 
to within ± 3 minutes of arc from re- 
cordings of paramagnetic absorption 
of X-band microwave signals, as a 
function of crystal orientation. 

The new system includes a function 
generator that sweeps a magnet power 
supply with a sawtooth waveform so 
that the magnetic field strength varies 
between 2.4 and 2.6 kllogauss. A ruby 
slab, for which the C-axis angle has 
been roughly determined (to within 1 ®) 
by optical methods, is placed In a 
waveguide fixture. 

An X-band RF signal is applied to the 
ruby through a filter, a circulator, and a 
tuner. Two dips, due to two idler transi- 
tions. are recorded on an oscilloscope 


and are automatically plotted graphic- 
ally for various field angles. If the dips 
coincide when the fixture is at an angle 
other than zero degrees relative to the 
magnet pole faces, the angle is noted 
on the vernier, and the ruby slab is re- 
moved for regrindIng to correct the 
error. 


This work was done by Robert C. 
Clauss and Frank E. McCrea of Caltech 
for NASA’s Jet Propulsion Labora- 
tory. For further information, Circle 50 
on the TSP Request Card. 

NPO- 14252 
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Modulation Improves Electro-optic Object Detector 

Pulsed source lets sensor monitor parts on 
production line despite interfering light sources. 


Marshall Space Flight Center, Alabama 


A new optical detector is used to 
detect the presence or absence of a 
silicon wafer at a point along an air 
track. The detector is a part of an 
integrated-circuit production line; it is 
designed to replace a standard non- 
modulated optical sensor that was 
sensitive to interference from ambient 
light and electrical noise and therefore 
could operate only in the dark. The 
new detector is not affected by 
ambient light. 

The physical arrangement of the 
wafer, air track, and detector is 
depicted in Figure 1 . Figure 2 shows 
the circuitry: A 350-Hz square-wave 
oscillator keys the light-emitting diode 
(LED) in an optical transmitter/ 
sensor. The modulated light Is picked 
up by the sensor only when a wafer is 
directly above it. 

MODULATED 




Figure 2. The Optical Detector includes an oscillator, an optical transmitter and 
sensor, and an output amplifier. When the wafer is not present, the detector will not 
sense the 350-Hz-modulated light emitted by the LED and will not respond to any 
other light source In the area. With the wafer present, the Exclusive-OR detector 
output pulses are too short to turn on Q 2 ; this drives output C high. 

Q OUTPUT OF ^ I I I I 

OSCILLATOR 0 * * ‘ — * 


SENSOR OUTPUT A 
WITH WAFER 
PRESENT 




EXCLUSIVE-OR 
DETECTOR OUTPUT 
B WITH WAFER 
PRESENT 
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A; WAFER ABSENT, 
NOUGHT 


B; WAFER ABSENT, ^ 

NOUGHT 0 


Figure 1 . The Presence or Absence of 
a Wafer on the production line is 
sensed by the reflection of modulated 
light from the wafer. The transmitter is 
pulsed so that ambient light does not 
affect the operation of this device. 

The output voltage from the sensor 
is a square wave that is approximately 
185® out of phase with the Q output of 
the oscillator. When this signal is fed 
Into the Exclusive-OR gate along with 
the oscillator Q output and a wafer is 
present, the resulting signal will be low 
97 percent of the time, as shown in 
Figure 3. 


A; WAFER ABSENT, 1 
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B; WAFER ABSENT, 1 
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B; 120-Hz 
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Figure 3. These Waveforms show the Exclusive-OR detector output response to 
different conditions. 
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When the wafer is not present, the 
optical detector does not “see” the 
350-Hz-modulated light generated by 
the LED. Instead, the detector senses 
ambient light, which may be on full 
time, off full time, or modulated. A 
continuous light, such as the Sun, 
saturates the detector and causes 
output B to oscillate at 50 percent duty 
cycle, 180® out of phase from 
oscillator output. When no light Is 
present, the detector is off, and the 
output B oscillates In phase with the 
oscillator Q output at 50 percent duty 
cycle. A modulated light (typically 120 
Hz flicker from lamps) causes the 
output B to oscillate out of phase from 
the Q output when the optical sensor is 
high and in phase when the output of 
the optical sensor is low. This 
generates a shifting wave made up of 
mostly 50-percent duty-cycle pulses. 


The output B Is fed into a two-stage 
filter. The first filter (see Figure 2) 
consists of resistor R3 in series with 
the parallel combination of resistor R4 
and capacitor Ci . The values of R3, 
R4, and Ci are selected so that the 
turn-on voltage at the base of transis- 
tor Q2 will not be reached unless the 
output B is high for longer than 5 
percent of the oscillator duty cycle. 
This choice prevents Q2 from switch- 
ing when the wafer is present. The 
second filter, consisting of R5 and C2, 
is designed so that Q2 must be off for 
two cycles of the oscillator before 
capacitor C2 can charge up to 50 
percent of the supply voltage. When 
C2 charges to greater than 50 percent 
of supply voltage, the amplifier output 
switches from zero to high voltage, 
indicating the wafer presence. Mod- 
ulated light will not cause false 


triggering of this system. 

This circuitry allows the detector to 
operate in normal lighting conditions 
or in the dark without adjustment of 
the sensor or electronics. The system 
Is inexpensive to build, does not 
require special component selection 
or adjustments, is relatively compact, 
and operates from a single power 
supply. 

This work was done by James R. 
Currie and Raymond R. Schansman of 
Marshall Space Flight Center. No 
further documentation is available. 

Inquiries concerning rights for the 
commercial use of this invention 
should be addressed to the Patent 
Counsel, Marshall Space Flight Center 
[see page A8]. Refer to MFS-23776. 


Improved Heat-Pipe Wick 

A new fabrication process for annular heat-pipe 
wicks creates smaller pores and higher density. 


NASA's Jet Propulsion Laboratory, Pasadena, California 


Material 

Type 304 Stainless Steel 

Length 

28.937 in. 

Mesh Size (Starting Material) 

500 Mesh 

Outside Diameter of Annular Wick 

0.427 in. 

Inside Diameter 

0.409 in. 

Thickness 

0.009 In. 

Porosity (Pore Volume/WIck Volume) 

31 Percent 

Pore Size (Radius) 

0.00040 in. (Determined by 
Bubble Test) 

Spacer Wires (Outside Diameter) 

0.0045 in. 


Parameters of an Improved Annular Heat-Pipe Wick used for heat transfer in a 
nuclear reactor 


A new fabrication technique, when 
combined with conventional heat- 
plpe-wick technology, produces annu- 
lar wicks with smaller pores, higher 
density, and greater rigidity than can 
be obtained using conventional fabri- 
cation methods alone. 

The operation of an annular-wick 
alkali-metal-charged heat pipe de- 
pends on the dimension of the annular 
gap and the wick pore size and 
density. The wick pore size should be 
as small as possible to maximize 
capillary pumping pressure. A wick of 
maximum density with Interconnecting 
open pores is desirable to minimize 
the amount of working fluid In the 
wick. 

The Improved process Involves 
cleaning and double-folding the fine 
stainless-steel screen (400- to 500- 
mesh), used as a starting material. 
The double-folded screen is spot- 
welded in several places, saturated 
with water, and is then reduced to 
one-half its original thickness by a 
series of rolling passes. 

This treatment reduces the pore 
size of the screen by 50 percent or 
more. The screen is then processed in 


the usual way. It is wrapped around a 
metal mandrel, inserted Into an outer 
tubular metal mandrel, and passed 
through a drawing die to form a porous 
rigid tubular structure. The mandrels 
are removed by preferential chemical 
etching, and the wicks are sintered to 
Increase further their density and 
rigidity. 

Heat-pipe wicks fabricated by this 
method have been used to cool 
thermionic diode modules In the core 
of a 300-kW nuclear powerplant. The 
wick parameters obtained by using the 
new process are shown in the table. 


This work was done by Frank G. 
Arcella and Ernest C. Phillips. Jr., of 
Westinghouse Electric Corp. for 
NASA’s Jet Propulsion Laboratory. 
For further information. Circle 52 on 
the TSP Request Card. 

This invention has been patented by 
NASA [U.S. Patent No. 3964902]. 
Inquiries concerning nonexclusive or 
exclusive license for its commercial 
development should be addressed to 
the Patent Counsel, NASA Resident 
Legal Off ice- J PL [see page A8]. Refer 
to NPO-13391. 
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Calculation of Planar-Truss Modal Frequencies 

Calculation of planar-truss normal modes 
is simplified by using an equivalent circular plate. 


Langley Research Center, Hampton, Virginia 


A simplified method for calculating 
the modal frequencies of four types of 
large-area planar trusses (tetrahedral, 
pentahedral, hexahedral, and radial- 
rib) treats the trusses as equivalent 
circular plates, thus allowing classical 
plate theory to be used. In the method, 
the truss Is first treated as a sandwich 
plate; then, the dimensions and es- 
sential parameters of an equivalent 
circular plate are determined; and fin- 
ally, these parameters (flexural rigidity, 
area, and density per unit area) are 
used in classical plate theory to deter- 
mine the normal modes. 

In the approximation of the planar 
truss by a sandwich plate, the equiva- 


lent faceplate thickness is determined 
by the amount of material In the upper 
and lower structural members that Is 
effective In resisting bending. This is 
given by a simple formula for each 
truss configuration. The faceplate 
thickness Is used to calculate the flex- 
ural rigidity of the sandwich plate and 
then to determine the flexural rigidity of 
the equivalent circular plate. The circu- 
lar-plate area and density per unit area 
are also calculated from known param- 
eters of the original truss. 

The process is suitable for program- 
ing (on a minicomputer, for example) in 
an Interactive mode. The user would 
supply the dimensions of the truss and 
of Its members and could rapidly 


change the Input parameters through 
the keyboard. 

The calculations in this approxima- 
tion technique are simpler than finite- 
element computations and would re- 
quire less time. The results are most 
accurate for the two lowest modes of 
vibration. In calculations on a seven- 
ring tetrahedral truss, the frequencies 
of the two lowest modes were deter- 
mined to within 3 percent of a finite 
element simulation. 

This work was done by Richard M. 
Gates of The Boeing Aerospace Co. for 
Langley Research Center. For further 
information, Circle 53 on the TSP Re- 
quest Card. 

LAR-12137 


Improved Nutation Controller 

An improved nutation controller stabilizes spinning 
bodies without precise positioning or calibration. 


Goddard Space Flight Center, Greenbelt, Maryland 


An Improved nutation controller 
equipped with an angular accelerom- 
eter has been flown on the laser 
geodynamic satellite (LAGEOS) and 
used in laboratory tests to control 
nutation of a spinning body. It Is 
superior to conventional devices that 
use linear accelerometers or rate 
gyroscopes, since it can be installed 
without precise positioning relative to 
the spin axis of the body. 

The controller, shown in Figure 1 . is 
rigidly mounted on the spinning body. 
The spin axis of the body, the axis of 
an angular accelerometer, and the 
axis of a flywheel are arranged 
mutually orthogonal. The accelerom- 
eter senses nutation, and its output is 
processed by a circuit that controls 
the motor driving the flywheel. By 
synchronizing clockwise and counter- 
clockwise changes In the flywheel 
rotation rate with the nutation period, 
angular momentum can be exchanged 
between axes in a way that cancels 


BODY SPtN AXIS 


I 

I 



Figure 1. An Active Nutation Control- 
ler Includes an angular accelerometer 
and a flywheel. The Input axis of the 
accelerometer, the axis of rotation of 
the flywheel, and the spin axis of the 
body are mutually orthogonal. 


out nutation. Besides damping nuta- 
tion, the controller could also be used 
to Impart nutation during energy 
dissipation tests. 

The output of the angular acceler- 
ometer Is Independent of its distance 
from the cont rolled-body spin axis. 
Thus, its exact location is not critical, 
and Its calibration is not position 
dependent. 

The nutation control circuit is 
Illustrated in Figure 2. When the 
accelerometer output signal exceeds 
a preset threshold, a gate is opened to 
pass pulses from a zero-crossing 
detector. Two successive zero-cross- 
ing pulses define the nutation period. 
The first pulse enables the up counter, 
allowing it to be clocked by an 
oscillator. The second pulse disables 
the counter at a count representing 
the period of the nutation cycle. The 
count is divided by 8 and .transferred to 
a holding register. A down counter is 
then counted down to zero from the 
Initial count in the holding register. 
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The down-counter output divides 
the nutation cycle into eight equal 
parts and triggers the multivibrator 
pulses to the decoder circuit. The 
decoder output, in turn, controls the 
flywheel drive motor according to a 
programed strategy to attenuate or to 
build nutation. The strategy, which 
was developed by considering the 
dynamics of the spinning system, 
requires the motor drive signals to be 
positive from 45® to 135®, zero from 
135® to 225®, negative from 225® to 
31 5® , and zero from 31 5® to 45® in the 
nutation cycle. This is the reason for 
dividing the total nutation period Into 
eight 45® increments. The beat 
counter controls the decoder for a 
preset number of periods after the 
nutation drops below a fixed threshold 
where, because of noise, the nutation 
measurements may be inaccurate. 

This work was done by James 
Donohue and Henry C. Hoffman of 
Goddard Space Flight Center. For 
further information, Circle 54 on the 
TSP Request Card. 

This invention is owned by NASA, 
and a patent application has been 
filed. Inquiries concerning nonexclU’ 
sive or exclusive license for its 
commercial development should be 
addressed to the Patent Counsel, 
Goddard Space Flight Center [see 
page A8]. Refer to GSC-12273. 



Figure 2. The Nutation Control Circuit commands a dc torque motor that drives the 
flywheel (see Figure 1 ). The flywheel Is driven either clockwise or counterclockwise 
at programed points in the nutation cycle, to impart or damp nutation. 


High-Temperature Microphone System 

Pressure changes in gases are measured at elevated 
temperatures by stable, easily fabricated system. 


Langley Research Center, Hampton, Virginia 


A microphone system that meas- 
ures pressure fluctuations in air or 
other gases is not unduly affected by 
temperature or rate-of-change of 
temperature. The system has proved 
operable at temperatures up to 800® F 
(430® C). 

Prior systems employed a semi- 
conductor pressure transducer, which 
had a maximum rating of only 260® C, 
an eddy-current transducer designed 
for much higher temperatures but 
involving costly and specialized mate- 
rials and processing. A probe micro* 
phone containing materials subject to 
deterioration under a hostile environ- 
ment, and water-cooled conventional 
transducers, which are impractical in 
many cases. 


The new system (see figure) em- 
ploys a condenser microphone as the 
pressure transducer. Its advantages 
Include a low-noise floor, wide dy- 
namic range, wide frequency band- 
width, high mechanical and electrical 
stability, and low vibration sensitivity. 
All components of the microphone 
system are made of inexpensive and 
readily available materials. All mating 
parts within the condenser micro- 
phone cartridge are either screwed in 
place or press-fitted; there are no 
chemical or metallurgical bonds that 
are subject to deterioration at elevated 
temperatures. External cooling is not 
required, and the system can be 
readily calibrated by means of an 
electrical Insertion voltage. 


The three major components of the 
system are the condenser micro- 
phone, the high-temperature cable 
assembly, and the carrier electronics. 
Sound pressure fluctuations produce 
capacitance changes In the condenser 
microphone, thereby amplitude-modu- 
lating a carrier wave transmitted over 
the cable assembly. The cable assem- 
bly, typically 6 meters In length, 
operates as a half-wavelength trans- 
mission line that effectively reflects 
the condenser microphone to the input 
terminals of the converter and permits 
removal of the carrier electronics from 
the severe operational environment of 
the condenser microphone. 

(continued on next page) 
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CARRIER ELECTRONICS 



OUTPUT 


High-Temperature Microphone System is used to measure pressure changes in hot gases. Made primariiy from conventionai 
components, it is easiiy fabricated and reiativeiy inexpensive. A modified version of the one outiined above is used for scramjet 
studies at Langiey Research Center. 


The converter detects the acous- 
ticai signai and produces an eiectric 
current proportionai to the sound 
pressure at the condenser micro- 
phone. The eiectric current is ampii- 
fied by a zero drive amplifier. Its 
output signal is applied to a meas- 
uring, data-processing, or recording 
device. An automatic tuning-control 
feedback loop, consisting of the differ- 
ential amplifier filter, closed-loop 
reference voltage, open-loop refer- 


ence voltage, and summing amplifier, 
maintains optimum tuning of the 
carrier voltage, which Is provided by 
the VCO to one of the resonant fre- 
quencies of the cable/microphone 
network. The system allows for electri- 
cal calibration by means of a calibra- 
tion voltage applied to an Input of the 
summing amplifier. 

This work was done by Allan J. 
Zuckerwar of the Old Dominion 
University Research Foundation for 


Langley Research Center. For 

further information, Circle 55 on the 
TSP Request Card. 

This invention is owned by NASA, 
and a patent application has been 
filed. Inquiries concerning nonexclU’ 
sive or exclusive license for its 
commercial development should be 
addressed to the Patent Counsel, 
Langley Research Center [see page 
AS]. Refer to LAR-12375. 


A Solid-State Phase-Insensitive Ultrasonic Transducer 

Device requires no additional noise 
components such as light source. 


Langley Research Center, Hampton, Virginia 


A photoconductive acoustoelectric 
transducer (AET) developed at 
Langley Research Center functions as 
a phase-insensitive ultrasonic trans- 
ducer. This solid-state broadband 
phase-insensitive receiver Is easy to 
use and requires no additional noisy 
components such as a light or thermal 
source. 

Conventionally piezoelectric, mag- 
netostrictive, capacitive, and electro- 


magnetic transducers are phase- 
sensitive and convert acoustic pres- 
sure Into a proportional electrical 
signal. Their phase sensitivity can lead 
to erroneous data when the transducer 
is larger than the acoustic wavelength, 
because their output Is then modula- 
ted by phase as well as by amplitude. 

An earlier phase-insensitive AET 
based on the acoustoelectric effect in 
CdS depended on photon-generated 


charge carriers to couple to the 
acoustic wave. This device required a 
light source that generated electrical 
noise in the system. A second 
category of phase-insensitive devices 
employed thermal converters or radia- 
tion pressure detectors. At present, 
these are complex, bulky devices that 
require awkward configurations and 
are not appropriate for transient 
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New Photoconductive AET uses a crystal fabricated by thermal annealing of high- 
conductivity CdS in an argon atmosphere. Once annealed, electrodes and, if 
necessary, external backing material are applied to the crystal, which is mounted in 
a holder with an electrical connection to amplifiers and signal-processing systems. 
An amplifier is usually mounted in the holder to minimize the capacitance that the 
AET must drive. 


nondestructive evaluation (NDE) ultra- 
sonics. 

Advantages of the new AET shown 
in the figure result from its not 
requiring photon or other excitation 
and from its phase insensitivity. It is 
especially useful for measurements in 
inhomogeneous materials and/or 
irregular geometries. The device is 
solid-state, simple, light, and hard to 
abuse. It has the potential of signifi- 
cantly Increasing ultrasonic resolution 
of material properties for both NDE 
and medical diagnostics Imaging. 

This work was done by Joseph S. 
Heyman of Langley Research 
Center. For further information. 
Circle 56 on the TSP Request Card. 

This invention is owned by NASA, 
and a patent application has been 


filed. Inquiries concerning nonexclu- 
sive or exclusive license for its 
commercial development should be 


addressed to the Patent Counsel, 
Langley Research Center [see page 
Ad]. Refer to LAR-12304. 


NO2 Measurement by Chemiluminescence 

Compact device can detect trace quantities 
of NO2 gas and measure its concentration. 


Langley Research Center. Hampton, Virginia 


Techniques for measuring nitrogen 
dioxide gas concentration are frequen- 
tly complex or are insufficiently 
specific for NO2. Chemiluminescent 
methods that have been used usually 
rely on the light output from a reaction 
of nitric oxide (NO) with ozone, 
requiring prior catalytic conversion of 
NO2 to NO. No specific chemilumi- 
nescent method exists for NO2. 

A more specific chemiluminescent 
reaction registers the light emitted 
from a solid material that is heated 
after being exposed to a gas contain- 
ing NO2. The percentage of NO2 in 
the gas sample can be determined 
from the amount of light emitted. 
Small quantities of NO2 can be 
measured, and other gases found in 
the atmosphere (Including other nitro- 
gen oxides) do not interfere with the 
accuracy of the measurement. 

The figure shows the device for 
detecting NO2 in a gas sample. The 
gas is passed over a dry solid material 
(either 3,5 diamlnobenzoic acid or 
polyvinyl alcohol) for 10 minutes. Then 
the gas flow is stopped, and the solid 
is heated to 150® C. If the gas 
contained NO2, the heated solid emits 
light that can be detected by a photo- 



This NO2 Measurement Device uses 
the chemiluminescent reaction in an 
N02-sensitive solid material. The solid 
is exposed to a gas sample and then 
heated; if the sample contained NO2, 
the heated solid emits light. The 
integrated output from the photodetec- 
tor is a measure of NO2 concentration. 


multiplier. During the heating period 
the light intensity rises to a maximum 
and decays in 1 or 2 minutes; the 
heater is then switched off. The signal 
from the light detector during the 
heating process is amplified and 
displayed on the recorder and is 
Integrated to measure the NO2 con- 
centration In the gas sample. 

The quantity of NO2 retained by the 
solid builds up over the exposure time 
but the light is released in a very short 
time during the heating process. 
Therefore the sensitivity of the device 
to NO2 can be increased by Increasing 
the exposure time, with no increase in 
heating time. Thus minute quantities 
of NO2 can be measured. 

Tests of this method in the presence 
of possible interfering gaseous con- 
stituents indicate that it is specific for 
NO2. Gases such as SO2. CO, NO, 
H2S, O2, CO2, and N2 produce no 
light and do not degrade the sensitivity 
of the chemiluminescent solid. 

This work was done by Edmund J. 
Conway and Robert S. Rogowski of 
Langley Research Center and R. 
Ronald Richards of Greenville College. 
No further documentation is available. 
LAR-11378 
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Measuring Poisson’s Ratio in Eiastomers 

The volume change of a sample under 
stress is measured by v\/ater displacement. 


Marshall Space Flight Center, Alabama 


A simple water-displacement de- 
vice rapidly and accurately determines 
Poisson’s ratio for elastomeric ma- 
terials. The device (see figure) con- 
sists of a liquid chamber, a sight 
glass, and rods for holding the elasto- 
meric specimen; the specimen is a 
molded disk that is adhesively bonded 
between the two rods. 

The assembly is mounted vertically 
in a tensile tester, and the liquid 
chamber is filled with water to a pre- 
determined level. The tensile tester 
puts a measured stress on the 
specimen, and the new water level in 
the sight glass Is noted. From the 
volume of water displaced by the 
stressed specimen (equal to the 
change In volume AV of the specimen 
Itself) and the change in specimen 
strain AE observed with the tensile 
tester, Poisson’s ratio (yi) can be 
calculated according to the formula 



TO TENSILE 
TEST MACHINE 



ROD 

This Poisson’s Ratio Measurement 
Apparatus Includes a sight glass from 
which an observer can determine the 
volume of water displaced by an 
elastomer under tension. 


where V Is the original volume of the 
sample. 

Previous methods of measuring 
Poisson’s ratio include gas dilatom- 
eters, extensometers, or hand tools 
for estimating dimensional changes. 
In the gas dilatometer method, the 
change In volume is determined by 
observing the pressure change in a 
closed system containing the sample. 
The pressure change is converted to a 
volume change; however, the results 
can be inaccurate because they 
require thermodynamic assumptions 
and variables that are not always 
accurately known. The other two 
methods are approximate. 

This work was done by Johnny M. 
Clemons of Marshall Space Flight 
Center. No further documentation is 
available. 

MFS-23878 


Calibration Standards for PIND Tests 

Standard circuit packages containing particles with 
known masses aid in test-instrument calibration. 


Lyndon B. Johnson Space Center, Houston, Texas 


A calibrated set of microcircuit 
packages containing tiny particles with 
known masses can be used as refer- 
ence standards for particle-impact 
noise detection (PIND) tests. The tests 
screen packages containing particles 
that can cause short circuits or other 
failures. [See “Particle-Impact Noise 
Detector (PIND)’’ (MSC-16626) on 
page 504 of NASA Tech Briefs, Vol. 2, 
No. 4.] 

In a PIND test, a microcircuit Is 
shaken while sensitive acoustic instru- 
ments “listen” for the sound of 
particles rattling against the Internal 
walls. The set of reference packages 


is used when calibrating the PIND test 
Instrumentation. The set consists of 
common package sizes and shapes. 
Each package is seeded with a 
different particle so that the set covers 
a range of particle masses extending 
above and below the sensitivity of the 
PIND test equipment. 

The particles are tiny metal 
spheres. Their diameters are meas- 
ured with a scanning electron micro- 
scope. From these measurements, 
the mass of each particle is calculated 
according to the known density of the 
metal. Several metals are selected to 
cover the range of masses required for 


the set. 

A sphere is Introduced Into a circuit 
package by touching the particle with 
a toothpick moistened in alcohol and 
carefully transferring It to the open 
package. (The sphere clings to the 
drop of liquid at the tip of the tooth- 
pick.) The operation is performed 
under a microscope. The lid is placed 
on the package, and it is sealed in the 
usual way. 

This work was done by Saverio 
Gaudiano of Johnson Space Center. 
For further information, Circle 57 on 
the TSP Request Card. 

MSC‘18169 
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Shock During FIND Test Frees Particles 

Coshock tool applies impact during vibration to loosen 
additional stray particles trapped inside hybrid microcircuits. 


Marshall Space Flight Center, Alabama 


Particle-Impact noise-detection 
(FIND) testing finds loose particles 
that can cause failure in hybrid micro- 
circuits. In this test the package is 
vibrated; the noise of the particles is 
detected with a transducer, is ampli- 
fied, and is analyzed on an oscillo- 
scope. [This technique is described in 
"Particle-Impact Noise Detector 
(FIND)" (MSC-16626), NASA Tech 
Briefs, Vol. 2, No. 4 (Winter 1977), 
p. 504; "Reclaiming Hybrid Integrated 
Circuits” (MSC-16463), NASA Tech 
Briefs, Vol. 3, No. 1 (Spring 1978), 
p. 135; and "Microcircuit-Cleaning 
Machine" (MSC-16060), NASA Tech 
Briefs, Vol. 3, No. 2 (Summer 1978), 
p. 299.] 

A recent study on FIND has shown 
that the process not only serves as a 
test but can be a curative procedure 
as well; particles can be knocked out 
of the package by the shock normally 
used to loosen them for detection. 
These particles can then be removed 
from sealed packages through a hole 
in the cover that is subsequently 



Coshock Tool is used to tap a hybrid 
package on the FIND tester. 

resealed. Normally a package is 
impacted first before testing; it has 
been found that a shock of from 1 ,500 
to 4,000 G (depending on package 
type) is about 80 percent effective in 
freeing trapped particles. 


Even better results are obtained 
when the package is tapped during 
vibration. A tool for this purpose, 
shown in the figure. Imparts a shock of 
from 300 to 2,500 G. When this tool, 
called a coshock tool, is used in 
conjunction with preshock, 90 to 95 
percent of trapped particles are 
removed. The procedure is not harm- 
ful to wire bonds, die bonds, active or 
passive chips, or hermetic seals. 

The report on. a study of FIND 
testing gives a clear, concise descrip- 
tion of the procedure and contains 
much practical information on the 
design and calibration of the shock 
tools and procedures for their use. 

This v^ork was done by S. V. Caruso 
of Marshall Space Flight Center and 
F. Z. Keister of Hughes Aircraft Co. 
For further information. Circle 58 on 
the TSP Request Card. 

Inquiries concerning rights for the 
commercial use of this invention 
should be addressed to the Patent 
Counsel, Marshdll Space Flight Center 
[see page A8]. Refer to MFS-23829. 


Temperature-Gradient Oven 

The temperature of a tubular chamber 
varies linearly along its length. 


Marshall Space Flight Center, Alabama 


An oven that creates a linearly- 
varying temperature gradient can be 
used for controlled heating (or cool- 
ing) of test specimens. It operates on 
the principle that in the absence of 
radiative and convective losses a 
homogeneous conductive rod, with 
one end hotter than the other, has a 
linear temperature gradient along its 
length. 

The oven consists of a tube of 
conductive material with a heat source 
at one end and a heat sink at the other 
(see figure). The temperature of the 
oven cavity through the axis of the 
tube thus varies linearly along its 
(continued on next page) 
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Heat Flows through this tubular oven from high temperature T-j to lower temperature 
T 2 , creating a linear temperature gradient across specimens In the oven cavity. T 2 
can be maintained by a heating element or by the flow of coolant. 
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length. The slope of the gradient is 
determined by the temperature differ- 
ence between the source and the sink. 
(Heat must be continuously removed 
at the low-temperature end; othen/vise 
the temperature there will gradually 
rise until it equals the higher temper- 
ature.) 

The thin tube wall presents a small 
cross-sectional area to the heat 
source and large impedance to heat 
flow, so that the heat supplied by the 
source and removed by the sink is kept 
to a minimum. Heat flow can also be 
controlled by adjusting the coupling 
between the low-temperature end of 
the oven and the heat sink. 


The temperature profile in the new 
oven is more accurately linear than 
previous tubular ovens that were 
heated by resistance wire wrapped in 
a helix around the tube. In such ovens, 
the temperature profile has a series of 
steps because the heat is added at 
regular Intervals along the length by 
the resistance wire. 

The new oven was originally devel- 
oped for use in spacecraft at zero 
gravity. In such applications, there are 
no gravitational forces to set up 
convection currents, and insulation 
against convective heat loss Is not 
necessary. For most terrestrial uses, 
the tube would be insulated against 


convection losses. Also, If the temper- 
ature range is high enough that 
radiative losses are a problem, radia- 
tion reflectors may be required to 
maintain a linear temperature profile. 

This work was done by Suey due of 
Grumman Aerospace Corp. for 
Marshall Space Flight Center. For 
further information, Circle 59 on the 
TSP Request Card. 

Inquiries concerning rights for the 
commercial use of this invention 
should be addressed to the Patent 
Counsel, Marshall Space Flight Center 
[see page A8]. Refer to MFS-23919. 


Automated Temperature-Cycling Apparatus 

A test apparatus cycles specimens 
between temperature extremes. 


Langley Research Center, Hampton, Virginia 


An Automatic Thermal-Shock Cycling Apparatus moves the test specimen between 
high-temperature and low-temperature chambers. The specimen Is mounted on a 
frame driven by an electric motor. The motor is turned on by a thermocouple that 
monitors the temperature of the specimen. 


An automated temperature-cycling 
apparatus, originally developed to test 
materials for wind tunnels, incorpo- 
rates two chambers, one at a high 
temperature and the second at a low 
temperature. Specimens tested for 
durability to thermal shock are moved 
between the two chambers for a 
specified number of cycles. 

The apparatus as shown in the 
figure has the “hot" chamber at the 
top and a bottom "cold" chamber 
filled with liquid nitrogen. The top 
chamber is essentially an oven 
heated to the desired temperature 
level. The test specimen is mounted 
on a frame driven by a motor. The 
motor is turned on and off by a 
thermocouple connected to the spec- 
imen. 

A test is begun by raising the 
specimen into the upper chamber and 
heating it. Once the specimen 
reaches the desired temperature, the 
thermocouple signals the motor to 
lower the specimen into the liquid- 
nitrogen chamber. When the lower 
temperature limit is reached, the 
process is repeated. After a number 
of cycles, as required by the test, the 
samples are removed and checked 
for the effects of thermal shock. 


The entire procedure (other than 
mounting the sample on the frame) is 
automatic. It saves time and cost 
when compared with manual testing. 


This work was done by Miles L. 
Lockard of Langley Research 
Center. No further documentation is 
available. 

LAR’12310 
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Standardized Gas-Temperature Probes 

Standardization reduces calibration 
requirements and associated costs. 


Lewis Research Center, Cleveland, Ohio 


One of the major costs associated 
with using thermocouple probes Is the 
expense of calibration. By standard- 
izing on the two designs shown in the 
figure and by determining the various 
correction factors for a range of sizes 
of each design, the requirements for 
individual calibration are greatly 
reduced. 

Performance characteristics have 
been determined for 10 sizes of the 
unshielded design and 5 sizes of the 
shielded design. Both probe designs 
are of swaged construction using type 
K wire with stainless-steel sheath and 
magnesium oxide insulation. The tests 
covered a mach number range from 
0.2 to 0.9, over a temperature range 
from ambient to 2,097® F (1,420 K), 
and through a pressure range from 0.3 
to 2.2 atmospheres (30x1 03 to 
223x103 N/m2). 

The performance characteristics 
consisted of recovery and radiation 
correction and time-constant deter- 
minations. The recovery correction 
factors at 0.9 mach number ranged 
from 0.002 to 0.028. The radiation 
corrections ranged from 20® to 248® F 
(11 to 138 K), and the time constants 
ranged from 0.03 to 1.7 seconds. 

Tables and graphs presented in the 
referenced report compare the char- 
acteristics of the various sizes to aid in 
the selection of a type and size needed 
for a particular application or for 
scaling an existing thermocouple 
design to another size. 

The ready availability of the two 
kinds of standardized thermocouple 
probes in a range of sizes, with 


FLOW 



UNSHIELDED WEDGE 


tabulations of their characteristics, 
permits the easy selection of a probe 
for a variety of applications with 
minimal specific calibration. The two 
general probe designs can be used as 
Individual elements or stacked to form 
multielement rakes. 

This work was done by George E. 
Glawe, Raymond Holanda, and Lloyd 
N. Krause of Lewis Research Center. 
Further information may be found in 



. U (UlAmtlcn; 

5! 5f 


SHIELDED WEDGE 


NASA TP-1099 [N78-15463], 

‘'Recovery and Radiation Corrections 
and Time Constants of Several Sizes 
of Shielded and Unshielded Thermo- 
couple Probes for Measuring Gas 
Temperature, “ a copy of which may 
be obtained at cost from the A/ew 
England Research Application Center 
[see page AT]. 

LEW-13059 


PROBE 

NUMBER 

SWAGED ASSY. 
DIAM., D 

WIRE DIAM. 

SHIELD 

DIAM..C 

in. 

mm 

in. 

mm 

in. 

mm 

1 

0.010 

0.25 

0.001 

0.032 

- 

■ ■ -- 

2 

0.020 

0.50 

0.004 

0.101 



3 

o!o32 

o!oi 

o!oo5 

o!i3 





4 

0.040 

1.02 

0.006 

0.16 

0.064 

1.63 

5 

0.050 

1.27 

0.010 

0.25 

— 

— 

6 

0.062 

1.57 

0.013 

0.32 

0.093 

2.28 

7 

0.090 

2.29 

0.016 

0.41 

0.125 

3.18 

8 

0.125 

3.18 

0.020 

0.51 

0.156 

3.96 

9 

0.188 

4.78 

0.032 

0.81 

0.250 

6.35 

10 

0.250 

6.35 

0.040 

1.02 

— 

— 


Standard Thermocouple Sizes for which performance characteristics have been 
determined are shown. Shielded and unshielded probes are of swaged construction 
and use type K wire with stainless sheath and magnesium oxide insulation. 
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Orifice Caiibration Moduie 

Compact device saves time and improves the accuracy 
and reliability of pressure measurements. 


Langley Research Center, Hampton, Virginia 


Small openings (static-pressure 
orifices), connected by tubing to 
pressure-measuring equipment, are 
often used in wind tunnels and other 
flow systems to measure flow char- 
acteristics such as mach number and 
pressure. A new module allows these 
static-pressure orifices to be cali- 
brated and rapidly checked for leaks. 

The module consists of a trans- 
parent plastic cylinder containing 
separate suction and caiibration 
chambers (see Figure 1). The two 
chambers are isolated from each 
other by an 0-ring, and the outer 
(suction) chamber Is Isolated from the 
outside environment by another 
0-ring. Thus, the pressures in the two 
chambers can be controlled independ- 
ently. The suction chamber holds the 
module over the orifice while a 
controlled pressure is applied via the 
calibration chamber. 

In a previous method of calibrating 
orifices in wind tunnels, the line 
between the orifice and its pressure- 
receiving instrumentation was re- 
moved. A calibrated pressure was 
then applied to the line, and the 
response of the instrumentation was 
observed and adjusted if necessary. 
Finally the line was reconnected to the 
orifice, and the response of the orifice 
itself was determined by applying a 
calibrated pressure, through a plastic 
tube. 

This procedure, which was time 
consuming and required two techni- 
cians to carry out, introduced several 
opportunities for error. For example, 
the line could leak when it was 
reconnected to the orifice, or it could 
be connected to the wrong orifice. 
Also, the adequacy of the calibration 
tube seal varied with the technician’s 
skill. 

With the new module, no lines have 
to be disconnected. Its suction 
chamber holds It over the orifice, 
forming a reliable seal and requiring 
only one technician for calibration. 
Valves, gages, and tubing are color 
coded to aid the operator. 


TUBE TO 
CALIBRATION 
SYSTEM 


SUCTION 

CHAMBER 



0-RINGS 


Figure 1. This Clear Plastic Calibration Module fits snugly over an orifice, held by 
suction. Calibrated pressures can be applied to the orifice via the central chamber. 



CALIBRATION 

PRESSURE 

GAGE 


SUCTION 

PRESSURE 

GAGE 


BLEED 

VALVE 


BLEEDi 

VALVE 


CALIBRATION 

VALVE 


SUCTION 

VALVE 


Figure 2. The Control Box for the orifice calibration module includes ail valving and 
gages required to apply and vent the suction and calibration pressures. 
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To use the module, the user 
positions the calibration chamber over 
the orifice. (This is easy to do, since 
the module is transparent.) The 
suction valve is opened (see Figure 
2), and then it is closed when the 
suction pressure gage indicates that 
the pressure has stabilized. The 
module then stays in place by itself. 

Next, the user opens the calibration 
valve to apply a predetermined 
pressure to the orifice and closes the 


valve when that pressure has been 
reached. The user then proceeds with 
calibration of the orifice and Instru- 
mentation. When calibration is com- 
plete, bleed valves are opened to 
release the module. 

The module has a flat bottom, but 
the rubber 0-rings can conform to 
moderately curved surfaces. For 
surfaces of more pronounced curva- 
ture, a module can be specially built 
to match the contour. 


This work was done by Randolph 
Culotta and Donald L. Posey of 
Langley Research Center. For 
further information, Circle 60 on the 
TSP Request Card. 

Inquiries concerning rights for the 
commercial use of this invention 
should be addressed to the Patent 
Counsel, NASA Resident Legal 
Office-JPL [see page A8]. Refer to 
LAR-12269. 


Electronically-Scanned Pressure Measurement System 

High scan rate and in 
situ calibration are featured. 


Langley Research Center, Hampton, Virginia 



Figure 2. Data Acquisition and Control Unit scans raw sensor data, computes 
pressures, and calibrates sensors. 


Miniature electronically-scanned 
pressure (ESP) sensors and an asso- 
ciated microcomputer-based data- 
acquisition unit will provide pressure 
data at high scan rates for wind-tunnel 
testing. The ESP system can measure 
up to 1 ,024 unknown pressures at data 
rates as high as 10 kHz with maximum 
system inaccuracies of ±0.25 percent 
of full scale. This system is well suited 
for wind-tunnel testing with short run 
times or high operational costs. The 
sensors can be calibrated in place, 
making it easy to calibrate fully 
between runs. 


The ESP sensors are miniature 
silicon pressure transducers bonded 
to a common substrate (see Figure 1 ). 



Figure 1. The 32-Channel Electroni- 
cally-Scanned Pressure Sensor unit 
above measures 1 by 2 by 1-3/16 in. (2.5 
by 5.1 by 3 cm) and is small enough to 
be mounted within most wind-tunnel 
models. 


The differential outputs from each 
transducer are fed into analog multi- 
plexer chips that are addressed 
digitally to obtain the output of each 
transducer at scan rates up to 10 kHz. 
An internal Instrumentation amplifier 
raises the transducer outputs (±100 
mV) to levels (±5 V) compatible with 
data-acquisition hardware. Thermal 
zero and sensitivity shifts of the trans- 
ducers are corrected by use of a 
calibrate head mounted to the sensor 
substrate. The head may be pneumat- 
ically switched to present calibration 
pressures to each transducer within 
the sensor. 

Data is acquired by a *'Data 
Acquisition and Control Unit” (DACU). 
The DACU (see Figure 2) is a micro- 
computer-based ”smart Instrument” 


that can be operated as an independ- 
ent measurement system or as a 
peripheral to the wind-tunnel host 
computer. Several software options 
permit the DACU to be configured for 
a wide variety of test requirements. In 
situ calibration is handled through a 
three-point calibration in which three 
pressures (0, 1/2 full-scale, and full- 
scale) are applied to each transducer 
while its output is measured. 

After calibration, the DACU per- 
forms a second-order linear regres- 
sion on the raw calibration data to 
produce a characteristic equation for 
each transducer. The characteristic 
equations are then used to calculate 
unknown pressures. The technique 
produces inaccuracies of no more 
(continued on next page) 
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than ±0.25 percent for full-scale 
pressures of 15, 50, and 100 psia (10, 
35, and 70x10^ N/m2). A maximum 
of 24,000 single-point or averaged 
data points may be acquired and 
stored in the system semiconductor 
memory. 


Several data-output routines allow 
the system to yield the output data in 
raw counts or in engineering units. In 
addition, the DACU can be interfaced 
with computers or terminals through 
the use of readily-available interfacing 
hardware. 


This work was done by Thaddeus 
Basta, Jr.. Chris Gross, and Douglas 
B. Juanarena of Langley Research 
Center. For further information, 
Circle 61 on the TSP Request Card. 
LAR-12386 


Static- Pressure Probe for Small Geometries 

A new probe is contoured so that the static 
orifices can be located closer to the tip. 


Langley Research Center, Hampton, Virginia 


Static-pressure measurements In 
large wind tunnels are often made by 
using a probe similar to the one shown 
In the upper part of the figure. The 
static-pressure holes In these probes 
are located at least 1 centimeter 
(about 10 tube diameters) down- 
stream of the cone/tube shoulder, 
where the pressure is very nearly 
equal to stream static. However, for 
smaller, hIgh-Reynolds-number ge- 
ometries, such as nozzles and flow 
inlets, this probe Is not accurate 
because the flow properties In smaller 
systems can change significantly over 
distances that are less than 1 
centimeter. 

For the smaller geometries, a new 
static-pressure probe with holes 
located closer to the tip is much more 
effective. The new probe is less 
sensitive to pressure gradients and 
off-axis variations In the flow direction, 
which occur over short distances in 
the smaller systems. 

The new design evolved from that of 
the conventional probe by changing 
the contour of the shoulder that joins 
the probe tip to the cylindrical body. At 
the shoulder of the conventional 
probe, the static pressure falls 
abruptly through the free-stream 
value. However, it does so much too 
rapidly to be accurately measured. In 
developing the new design (see figure, 
center), the shoulder was replaced by 
smooth fairing between the cone and 
the tube. The static pressure changes 
gradually over the faired section and 
becomes equal to the stream static 
pressure at a slope of 3® to the probe 
axis (for a 20® half angle at the cone 
tip). In the final design (see figure, 
bottom), the fairing is terminated at 
the point where Its slope is 3® and is 
joined to another conical section with 


STATIC-PRESSURE 

CONICAL TIP ORIFICE 




A New Static-Pressure Probe is contoured so that the pressure orifices can be 
located near the probe tip. In the conventional design (top) stream pressure changes 
abruptly near the cone/tube shoulder. When a smooth transition region is added 
between the cone and the tube (center) the pressure profile changes gradually. The 
final design is shown at the bottom. 


414 


NASA Tech Briefs, Fall 1978 


a half angle of 3^, so that a pressure 
close to stream static is maintained 
along the 3® cone section. The static 
holes are located on the 3® cone. 

The new probe was tested at three 
free-stream mach numbers over an 
angle-of-attack range of 12®. The 
measured static pressure was rela- 
tively insensitive to the flow speed or 
the angle of attack, in contrast to a 
conventional probe that gave scat- 
tered measurements over the same 
range. For best results, the new probe 
would be tailored to the mach number 


at which It is used or perhaps cali- 
brated at several mach numbers. 

Another advantage of the new probe 
is that since it is relatively insensitive 
to changes In the flow direction, other 
similar probes can be placed close to 
it without disturbing the measure- 
ments. 

This work was done by S. Z. 
Pinckney of Langley Research 
Center. Further information may be 
found in NASA TN D-7978 
[N75-27305], 'A Short Static- 


Pressure Probe Design for Supersonic 
Flow/' a copy of which may be 
obtained at cost from the North 
Carolina Science & Technology 
Research Center [see page AT]. 

This invention has been patented by 
NASA [U.S. Patent No. 3914997]. 
Inquiries concerning nonexclusive or 
exclusive license for its commercial 
development should be addressed to 
the Patent Counsel, NASA Resident 
Legal Off ice-J PL [see page AS]. Refer 
to LAR-11552. 


Detecting Servo Failures With Software 

The servo position is compared with 
the predictions of a model in software. 


Dryden Flight Research Center, Edwards, California 



MICROCOMPUTER 


A Microcomputer Program Models the Senro Position in this actuator loop. A linear 
variable-displacement transformer sends data on the servo position to the 
microcomputer for comparison. The addition of an LVDT to the servo ram allows that 
component to be checked as well. 


An improved way of detecting 
hardware failures in servosystems 
uses a computer model instead of 
electronic and mechanical failure- 
detection devices. The new method 
saves weight and space. It also can be 
faster and more reliable. 

In one application of the system 
(see figure), a common command 
signal drives the servo hardware, a 
software model of the servoamplifler, 
and the electrohydraulic actuator 
valve. A microcomputer compares the 
actual servo-valve position, as meas- 
ured by a linear variable-displacement 
transformer (LVDT) and the position 
predicted by the software model. A 
discrepancy between the two dis- 
placements indicates a failure. 

In addition to detecting failures in 
the servoamplifler and servo valve, 
the system will also pick up most 
computer input/output failures. Since 
a failure of the servo ram LVDT would 
go undetected (Its feedback drives 
both the model and the hardware), a 
self-checking version is employed 
with discrete output activating special 
failure logic within the computer. 

This failure-detection concept was 
originally developed for the eleven and 
rudder actuators in high-performance 
aircraft, but it is adaptable to any 
system In which low weight, small 
volume, and rapid response are 
important. 


This work was done by Dan Lew and 
Ralph Guam of Rockwell International 
Corp. for Dryden Flight Research 


Center. For further information, 
Circle 62 on the TSP Request Card. 
FRC-11003 
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Penetrating Fire Extinguisher 

Pointed tip driven by an integral ram penetrates 
barriers to inject a fire-extinguishing chemical. 


John F. Kennedy Space Center, Florida 



This Penetrating Fire Extinguisher can be used by one person. The impact of the 
sliding ram against the stop disk drives the pointed tip through metal skins, wall 
panels, and other barriers to inject a fire-extinguishing chemical. 


A fire extinguisher with a hard 
pointed tip can penetrate walls to 
dispense fire-extinguishing chemicals 
in hard-to-reach areas. One person 
can insert and use the extinguisher, 
which was originally developed for use 
on the Space Shuttle Orbiter. It can 
also be used to penetrate metal skins 
on aircraft, ships, trains, and other 
vehicles and to pierce wood, plaster- 
board, metal, or plastic panels in 
buildings. 

The extinguisher has a conical, 
hardened-steel tip, a long tubular 
stainless-steel body and nozzle 
section, and a sliding ram (see figure). 
To extinguish a fire, the user connects 
a hose from an extinguishing-agent 
supply to the tubular body and places 
the pointed tip against the surface to 
be pierced. Then, while one of the 
handles is grasped with one hand, the 
other hand slides the ram along the 
tubular body until it hits the stop disk. 
The impact forces the penetrating 
head and the nozzle section through 
the surface. The user then opens a 
valve to admit the extinguishing agent 
from the supply. 

The nozzle has holes drilled in the 
body at an angle o 45® so that the 
discharge streams overlap to spray 
the extinguishing agent over a wide 
area. The penetrating tip can be 
unscrewed and replaced if it becomes 
worn or blunted. 

[See related article, NASA Tech 
Brief B75-10111, "Powered Fire 
Nozzle for Fast Penetration of Struc- 


tures; A Concept" (MSC-19528), June 
1975.] 

This work was done by Norris C. 
Gray of Kennedy Space Center and 
Philip N. Bolton and Robert M. 
Sensenyof The Boeing Co. For further 
information, Circle 63 on the TSP 
Request Card. 


This invention is owned by NASA, 
and a patent application has been 
filed. Inquiries concerning nonexclU’ 
sive or exclusive license for its 
commercial development should be 
addressed to the Patent Counsel, 
Kennedy Space Center [see page A6]. 
Refer to KSC-11064. 


High-Temperature Capacitive Pressure Transducer 

± 10-psi transducer 
operates at 1 ,200® F. 


Le\Nis Research Center, Cleveland, Ohio 


A capacitive pressure transducer 
capable of continuous operation at 
1 ,200® F (920 K) has been developed 
and evaluated over a full-scale differ- 
ential pressure range of ±10 psi 
(69x1 0^ N/m2). The design of the 


pressure transducer was based on the 
use of a diaphragm to respond to 
pressure, on variable capacitive ele- 
ments arranged to operate as a 
differential capacitor to measure dia- 
phragm response, and on the use of 


fused silica for the diaphragm and its 
supporting assembly. 

High-temperature static pressures 
can be easily measured by using a 
duct to transfer the pressure to a 
pressure transducer located In a 
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moderate temperature environment. 
However, for accurate measurement 
of dynamic pressures, it is necessary 
that the pressure transducer be 
located at or in the medium being 
measured. 

Several developments were needed 
to successfully build the high-temper- 
ature capacitive pressure transducer, 
including: 

• Bonding together fused-sllica com- 
ponents to form the sensing 
assembly; 

•Depositing thin conductive films on 
the fused-sllica components that 
would reliably withstand the bonding 
temperature and repeated cycles to 
1,200® F; 

•Attaching transition lead wires to the 


Books and Reports 

These reports, studies, and hand- 
books are available from NASA as 
Technical Support Packages (TSP's) 
when a Request Card number is 
cited, otherwise they are available 
from one of NASA's Industrial 
Application Centers or the National 
Technical Information Service 

Directory of Fire Research 
Speciaiists 

Researchers listed by 
organization and speciality 

A directory has been compiled of 
1 .475 specialists in the United States 


Computer Programs 

These programs may be obtained at 
very reasonable cost from COSMIC, 
a facility sponsored by NASA to 
make new programs available to the 
public. For information on program 
price, size, and availability, circle 
the reference letter on the COSMIC 
Request Card in this issue. 

Nacelle Incremental Drag 

Design data for advanced 
supersonic transports 

This program was developed to 
determine nacelle incremental drag 


conductive films; 

•Optimizing signal-conditioning 
electronics; and 

• Using ground shields to reduce the 
effects of unwanted electrical- 
property changes. 

The bonding problems were solved 
by using an experimental low-expan- 
sion devitrifying frit obtained from a 
commercial supplier. Acceptable con- 
ductive films were obtained by experi- 
menting with various processes, 
combinations of materials, and appli- 
cation techniques. The lead-wire at- 
tachment problems were solved by 
applying a borosllicate glass over the 
lead-wire-to-film connection to pro- 
vide strength or by using a thick-film 
conductor composition to make the 


and Canada who have made recent 
contributions to the fire literature, or to 
the teaching of fire science or related 
subjects, or who have participated in 
or supported fire research programs. 
Specialists are identified in 42 subject 
areas, e.g., arson, blasts and explo- 
sions, buildings, combustion re- 
search, combustion toxicology, fire 
ignition, medical research, and nu- 
clear fire problems. The directory 
comprises three Indexes. The first 
index lists the specialists alphabeti- 
cally by name, with organizational 
affiliations, addresses, telephone 
numbers, and areas of specialization. 
The second index lists the 42 subject 
areas and the specialists in each area. 


for the NASA arrow-wing configuration 
of an advanced supersonic transport. 
It has been recognized that one of the 
more sensitive problems in the design 
of a successful supersonic cruising 
aircraft is that of airframe/englne 
integration. Recent studies have 
shown that drag, weight, and wing- 
camber plane warping are very sensi- 
tive to nacelle siz^ and shape. It is 
important that the engine designer be 
aware of this sensitivity to engine 
geometry. 

Some engine geometry control can 
be achieved by the designer with no 
penalty In engine performance, 
although on a total system basis, 


attachment. The zero shift and sensi- 
tivity change with temperature prob- 
lems encountered with the transducer 
were reduced by modifying the signal- 
conditioning equipment and by adding 
conductive-film ground planes to the 
sensor. 

This work was done by Richard L. 
Egger, Reid A. Mickelsen, Donald W. 
Nelson, and Everett J. Nelson of The 
Boeing Aerospace Co. for Lewis 
Research Center. Further informa- 
tion maybe found in NASA CR-1 35282 
[N 77-33483], “Development of a High 
Temperature Capacitive Pressure 
Transducer, “ a copy of which may be 
obtained at cost from the New England 
Research Application Center [see 
page AT]. 

LEW-13078 


The third Index lists 412 organizations 
and the specialists affiliated with 
each. Organizational affiliations in- 
clude corporations, governmental 
agencies, research institutes, univer- 
sities. and consultants. 

This work was done by Thomas L. 
Junod and George Mandel of Lewis 
Research Center and Nora H. Jason 
of the National Bureau of Standards. 
Further information may be found in 
NASA CR-13508 [N77-30271], “Fire 
Research Specialists: A Directory, “ a 
copy of which may be obtained at cost 
from the New England Research 
Application Center [see page AT]. 
LEW-13123 


some engine performance degrada- 
tion may be accepted In trade for 
reduced drag. This program should 
prove useful by providing a rapid 
approximate methodology for compar- 
ing alternative propulsion system de- 
signs for supersonic transports. 

This program uses a table-lookup 
and interpolation procedure to deter- 
mine the nacelle incremental drag. 
Wave drag Is represented as a 
function of free-stream mach number 
and six independent variables, each a 
function of nacelle shape and size. 
Friction drag Is defined by four inde- 
pendent variables, each a function of 
(continued on next page) 
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engine geometry. These independent 
variables are used to determine drag 
values, using a table of existing drag 
data points. For drag values not 
directly available, the program Inter- 
polates, or extrapolates, among the 
available table values. 

The program determines a set of 
data points for use when calculating 
the drag associated with a given set of 
values of the Independent variables. 
Once these data points are found, a 
cubic equation is fitted, and the drag 
increments are determined. 

This program is written In FORTRAN 
IV for batch execution and has been 
implemented on an IBM 370-series 
computer with a central memory 
requirement of approximately 40K of 
8-bit bytes. 

This program was mitter) by Arnold 
W. Knudsen and Ronald Y. Mairs of 
Rockwell International Corp. for Lewis 
Research Center. For further Infor- 
mation, Circle E on the COSMIC 
Request Card. 

LEW-12786 

Wing Aerodynamics Under 
Blowing Jets 

Characteristics of upper- 
surface blowing and over-wing 
blowing. 

A theoretical method determines 
the aerodynamic characteristics of 
arbitrary wings under the influence of 
a single centered jet or a pair of jets 
blowing on or above the plane of the 
wing. The program Is applicable to 
both upper-surface-blowing and over- 
wing-blowlng configurations. Its most 
important characteristic Is the Inclus- 
ion of both jet-entrainment and in- 
vlscid wing-jet interaction in calcula- 
ting aerodynamic characteristics of 
the wing. The entrainment theory Is 
applicable to compressible heated 
jets, and the Interaction theory can be 
applied to jets with mach number non- 
uniformity. 

The program Is restricted to con- 
figurations that employ a single 
centered jet or a pair of symmetrically 
located jets. The jet Is always 
assumed to blow parallel to the root 
chord of the wing, but It may have any 
mach number or temperature. The 
free-stream velocity must be sub- 
sonic. Wing-jet geometry limitations 
require that the root and tip chords of 


the wing and flaps be parallel to the 
free stream. 

The main assumptions used in 
developing the theory are: (1 ) the flow 
perturbations, both inside and outside 
the jet, satisfy the PrandtI-Glauert 
equation, and all boundary conditions 
have been linearized; (2) the jet is 
either rectangular or circular with 
constant cross section and constant 
properties in the unperturbed flow for 
the purpose of Interaction calcula- 
tions; and (3) no fuselage, nacelles, or 
wing thickness are accounted for. 

The aerodynamic characteristics 
that the program will calculate in- 
clude: (1) the spanwise and chordwise 
pressure distributions across the wing 
for both jet-on and wing-alone cases; 

(2) the spanwise distribution of sec- 
tional lift, induced drag, and pitching 
moment coefficients due to circulation 
for both jet-on and wing-alone cases; 

(3) the total lift-induced drag and the 
moment coefficients due to circulation 
when both entrainment and interaction 
are accounted for; (4) the total lift, 
drag, and moment coefficients due to 
circulation are calculated for over- 
wing-blowing configurations, recog- 
nizing only entrainment effects and 
thus, establishing the relative impor- 
tance of entrainment and interaction 
for a particular configuration; (5) the 
force and moment coefficients due to 
Coanda turning of the jet are calcula- 
ted for upper-surface-blowing config- 
urations; and (6) the total force and 
moment coefficients are calculated for 
the wing-alone case. 

This program is written in FORTRAN 
and has been implemented on a CDC 
6000-series computer with a central 
memory requirement of approximately 
72K (octal) of 60-blt words. 

This program was written by 
Charles H. Fox, Jr., of Langley 
Research Center and Greg L. 
Fillman and C. Edward Lan of the 
University of Kansas. For further 
information. Circle F on the COSMIC 
Request Card. 

LAR-12256 

Analysis of Beam Columns 

Displacement 'method used to 
find moments and loads 

A new FORTRAN IV program deter- 
mines displacements, bending mo- 
ments, and critical column loads for 


straight elastic beams or column 
beams. The analytical approach is 
based on the displacement method 
utilizing finite-difference approxima- 
tions. Single bay and multibay prob- 
lems with any transverse loading 
condition and any boundary condition 
may be solved. A Nevrton-Raphson 
iteration is used to find the lowest 
critical column load. The program 
should prove very useful In a large 
number of routine structural-analysis 
applications. 

The displacement method used 
assumes that deflections are the 
primary unknowns. Displacements are 
determined directly and are then used 
to establish boundary conditions. 
Relationships between internal forces 
and deflections are first expressed in 
the form of differential equations. The 
differential equations are then trans- 
formed into simultaneous linear equa- 
tions, using finite-difference approxi- 
mations. Generalized boundary condi- 
tions have been derived to fit the finite- 
difference equations uniquely. 

Boundary conditions may be free, 
fixed, simply supported, or elastically 
restrained against translation and 
rotation and may have a small initial 
displacement. Multispans are option- 
al, with the allowance for the inter- 
mediate supports being elastic. The 
loads on the beam may be concen- 
trated at a single point or allowed to 
vary uniformly across the beam. 

Inputs include beam description, 
concentrated loads, distributed loads, 
applied moments, translational re- 
action, rotational reaction, initial de- 
flection, and the number of grid points 
to be used in solution computation. 
Outputs Include input-data echo, 
translational and rotational reactions, 
moment and deflections for the 
selected grid point, and iterations 
leading to the critical column load. 

This program is written in double- 
precision FORTRAN IV for batch 
execution and has been implemented 
on an IBM 360 computer with a central 
memory requirement of approximately 
82K of 8-bit bytes. 

This program was written by 
Lawrence I. Guidry of Rockwell 
International Corp. for Johnson 
Space Center. For further Informa- 
tion, Circle G on the COSMIC 
Request Card. 

MSC-18009 
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Solar-Electric Geocentric 
Transfer 

Trajectories for solar-electric 
satellites with attitude 
constraints 

A time-optimal or nearly-tlme- 
optimal trajectory computer program 
has been developed for solar-electric 
geocentric transfer with or without 
attitude constraints and with an 
optional initial high-thrust stage. 

The program is designed for analy- 
sis of solar-electric propulsion vehi- 
cles that Involve attitude constraints; 
however, It has been generalized to 
consider any of the following config- 
urations: (1) yaw motion only, (2) yaw 
and roll only, and (3) unconstrained 
motion. 

The program Is used to calculate 
the time-optimal or nearly-tlme-optl- 
mal geocentric trajectories. It uses 
the method of averaging to reduce 
computer time by orders of magnitude 
compared to a precision Integrated 
trajectory. The averaged rates of 
change of the mean values of the 
state and costate are found by 
numerical quadrature. 

The differential equations for the 
mean state and costate may then be 
Integrated In large time steps (typi- 
cally days). A set of nonsingular 
orbital elements Is used to avoid 
numerical difficulties for eccentricities 
and Inclinations at or near zero. The 
radiation model is analytic to reduce 
run time. Included In the code are 
options for consideration of oblate- 
ness, solar motion, shadowing with or 
without a delay In thruster startup, an 
analytic-radiation and power-degrada- 
tion model, and an Initial high-thrust 
stage of one or two Impulses or 
specified AV. 

A costate formulation of the prob- 
lem yields a two-point boundary value 
problem that Is solved by a Newton 
Iteration on the Initial costate and 
valueof transfer time. Initial values of 
the unspecified states and costates 
and a guess for the transfer time are 
chosen. An optimal trajectory is then 
generated by Integrating the averaged 
state and costate using a Runge-Kutta 
method. A Gaussian quadrature aver- 
ages the state and costate derivative 
over an orbit. This will generate an 
optimal trajectory to the wrong termi- 
nal state. A sensitivity matrix is then 


generated by varying the Initial condi- 
tions and running a set of neighboring 
trajectories. A Newton Iteration on the 
initial conditions Is then used to drive 
the terminal errors to within specified 
bounds. The final converged trajec- 
tory Is a minimum time trajectory 
(nearly minimum time for attitude 
constraints) for the specified velocity 
Increment In the high-thrust phase (If 
included). 

The attitude constraint causes 
power to become a function of thrust 
direction and Sun direction, and the 
time-optimal thrust direction becomes 
a complex function of primer vector 
direction. The analysis for the attitude 
constrained case is considerably 
more complicated than for the uncon- 
strained case. 

For the zero roll and pitch case, a 
suboptimal control is developed that 
is nearly time optimal, uses less fuel 
than the time optimal, and Is obtained 
from the solution of a cubic equation. 
The solution may yield discontinuous 
changes in the thrust direction. The 
time delay In thruster startup Is 
modeled as a quadratic function of 
time In shadow. The proton and 
electron radiation field Is modeled as 
equivalent 1-MeV particle flux as a 
function of spacecraft altitude and 
latitude as well as the solar-cell shield 
thickness. The power loss function Is 
modeled as an analytic function of 
fluence, cell thickness, and base 
resistivity. Spacecraft parameters 
such as yaw angle and Sun Incidence 
angles may be displayed. 

Further refinements of the program 
could Include extending the valid 
region of the radiation model to those 
low altitudes between latitudes of 50® 
and 75®, and effects to make the 
program more efficient In terms of 
Individual trajectory calculations and 
convergence characteristics In order 
to reduce run time further. 

The program Is written In double 
precision and FORTRAN. It has been 
compiled In FORTRAN IV and used on 
an IBM/360 computer, and with minor 
modifications. In FORTRAN V on a 
UNIVAC 1110 computer. 

This program was mitten by 
Harvey L. Malchow and Lester L. 
Sackett of The Charles Stark Draper 
Laboratory, Inc., for Lewis Research 
Center. For further information. 
Circle H on the COSMIC Request 
Card. 

LEW-12939 


Convectively Cooled 
Structures 

A finite-element program for 
steady-state thermal analysis 

In the past, thermal analysis of 
convectively cooled or heated struc- 
tures with unknown fluid temperatures 
was performed by the lumped-param- 
eter finite-difference method, and the 
structural analysis was performed by 
the finite-element method. A new 
program, TAP 1 , was developed as an 
aid In the thermal analysis of struc- 
tures heated or cooled by Internal fluid 
flow. 

TAP 1 uses the finite-element 
method for forced-convection thermal 
analysis, thus simplifying data prepa- 
ration and providing a more efficient 
Interface between Independent ther- 
mal and structural analyses. Although 
TAP 1 was developed In support of 
research on the development of 
convectively cooled structures for 
scramjet engines and hypersonic 
aircraft, the program may be utilized 
to analyze thermally a variety of 
general heat-transfer problems, such 
as those encountered In nuclear- 
reactor and solar-collector systems. 

TAP 1 uses the finite-element 
approach to the steady-state thermal 
analysis of structures that employ 
conductive and convective heat trans- 
fer. Two conduction /convection ele- 
ments, a rod and a quadrilateral, are 
available for representing the solid 
region of the convectively cooled (or 
heated) structure. A mass-transport- 
convection element and a surface- 
convection element with unknown fluid 
temperatures are available for model- 
ing the convective heat transfer In the 
fluid passages of the structure. Two 
special Integrated conduction/ 
convection elements, a tube-and-fluld 
element and a plate-fin-and-fluid 
element, are also available. The finite- 
element formuatlon produces a set of 
nonlinear algebraic equations ex- 
pressed In matrix form In terms of the 
temperature-dependent system-con- 
ductance matrix, the unknown nodal- 
temperature vector, and the system 
nodal-head load vector. For nonlinear 
thermal analysis due to temperature- 
dependent thermal parameters, TAP 1 
uses the Newton-Raphson iteration 
algorithm. Program output Includes 
(continued on next page) 
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nodal temperatures and element heat 
fluxes. Pressure drops In fluids may be 
computed as ap option. A companion 
plotting program for displaying the 
finite-element model and predicted 
temperature distributions is included. 

TAP 1 is written in FORTRAN IV and 
has been Implemented in batch mode 
on a CDC 6000-series computer with a 
central memory requirement of ap- 
proximately 48K (decimal) of 60-blt 
words. 

This program was written by Allan 
R. Wieting of Langley Research 
Center and Earl A. Thornton of Old 
Dominion University. For further infor- 
mation, Circle J on the COSMIC 
Request Card. 

LAR-12347 

Analyses of Cracked 
Orthotropic Sheets 

Finite-element analysis of 
plane anisotropic sheets 

This computer program was devel- 
oped to perform a two-dimensional 
elastostatic analysis of plane aniso- 
tropic homogeneous sheets with 
through-the-thickness cracks and tem- 
perature gradients. The finite-element 
method Is one of the most effective ap- 
proaches available for plane elasticity 
problems having irregular boundaries 
or discontinuous boundary conditions. 
In the past, the use of conventional fin- 
ite elements proved expensive and In- 
efficient because they required the use 
of a large number of elements near the 
crack tip to represent the extreme 
stress gradient. To circumvent this 
economic problem, elements that con- 
tain the crack-tip stress singularity, 
called cracked finite elements, have 
been developed. 

This program Includes cracked finite 
elements that incorporate many terms 
in the expansion of the crack-tip stress 
field, not just the dominant singular 
term. These two high-order cracked 
elements, one for symmetric applica- 
tions and one for unsymmetrlc applica- 
tions, have a balance between actual 
degrees of freedom and the number of 
nodal displacement components, al- 
lowing the analyst to add a cracked 
element to an assembly In the same 
manner as a conventional element. Ac- 


curate results obtained with both ele- 
ments Indicate that a high degree of 
displacement compatibility exists at 
the interface of the high-order cracked 
elements and conventional elements. 

The finite-element approach used Is 
based on the direct stiffness method. 
Conventional finite elements available 
Include an axial element, a linear 
spring element, and isotropic and an- 
isotropic triangular elements. High- 
order finite elements available include 
8-node symmetric (isotropic and aniso- 
tropic) and 10-node unsymmetrlc (iso- 
tropic and anisotropic) cracked ele- 
ments. The shape of the cracked ele- 
ments was chosen to fit conveniently 
into models using the commonly-used 
constant-strain triangle. The input seg- 
ment of the program incorporates a 
data generator to simplify input re- 
quirements. During the Input se- 
quence, a node-resequencing band- 
width reduction algorithm Is used to 
minimize execution time. A bonded 
Cholesky decomposition procedure is 
used to solve the system of equations. 
A thermal stress capability Is included. 
Output includes modal displacements, 
stresses in conventional elements, 
stress-intensity factors, and strain- 
energy release rates in the cracked 
elements. 

The program is written in FORTRAN 
IV for execution In batch mode and has 
been implemented on a CDC 6000- 
series computer with a central memory 
requirement of approximately 250K 
(octal) of 60-bit words without seg- 
mentation. The program can be over- 
layed to reduce greatly the core 
requirement. 

This program was written by J.A. 
Aberson and J.M. Anderson of the 
Georgia Institute of Technology and W. 
J. Batdorf and Chorng-Shin Chu of 
Lockheed-Georgia Co. for Langley Re- 
search Center. For further informa- 
tion. Circle K on the COSMIC Request 
Card. 

LAR-12288 

Predicting Rotor Rotation 
Noise 

Program calculates the noise 
spectrum of a stationary 
helicopter rotor in an inviscid 
fluid. 


Multiple sets of measured or hypo- 
thetical high-frequency blade-loading 
coefficients have been used to cal- 
culate the rotational noise of station- 
ary helicopter rotors. Empirical or 
hypothetical blade surface-pressure 
spectra may be used by the program 
to calculate blade station-loading 
spectra, chordwise and spanwise 
integrated blade-loading spectra, and 
far-field rotational noise spectra. Any 
of five standard in-line functions 
describing the chordwise distribution 
of the blade loading can be chosen to 
study parametrically the acoustic 
predictions. 

Rotational noise (the noise a rotor 
would generate in an inviscid fluid) 
originates in the periodic forces on the 
rotating blade. Such noise has a 
characteristic frequency spectrum 
consisting of discrete components that 
are multiples of a fundamental fre- 
quency. The governing unconvected 
wave equation for a nondissipating 
medium Is expressed In terms of the 
sound pressure, the fluctuating force, 
and the sound speed, using the 
Einstein tensor convention. In solving 
the wave equation, it is assumed that 
the rotor system as a whole is 
stationary and that the Inflow condi- 
tions are nonuniform. Approximations 
are made on the assumptions that the 
observer remains in the far field and 
that the load is concentrated over a 
small area at some effective radius. 
Once the fluctuating pressures on the 
rotor disk are determined, the far-field 
radiated discrete noise can be cal- 
culated. 

This program is written in FORTRAN 
IV for the CDC FTN compiler using the 
Overlay capability and has been 
implemented on a CDC 6000-series 
computer with a central memory 
requirement of approximately 66K 
octal of 60-bit words. A Calcomp 
plotter system is required for plotted 
output. 

This program was written by Robert 
N. Hosier of the U.S. Army Air 
Mobility R & D Laboratory, Ramani 
Ramakrishnan of George Washington 
University, and Donald Randall of 
Computer Sciences Corp. for Langley 
Research Center. For further infor- 
mation. Circle L on the COSMIC 
Request Card. 

LAR-12098 
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Coupler for Moving Vehicles 

Compact, lightweight mechanism gently 
couples and decouples moving objects. 


Goddard Space Flight Center, Greenbelt, Maryland 


A coupling mechanism for two 
moving objects gradually orients and 
restrains the captured object, avoid- 
ing any abrupt contact with the parent 
vehicle. Developed to allow the Space 
Shuttle to link up with satellites, the 
mechanism could also be used on 
oceangoing vessels to retrieve or 
deploy submerged objects or as a 
coupling device between aircraft. 
When releasing an object, the mecha- 
nism is so gentle that the object Is 
ejected with essentially the same 
speed and direction as the parent 
vehicle. 

In its simplest form, the mecha- 
nism Is an iris mounted In a ring at the 
end of a manipulating arm. An 


operator positions the arm so that the 
ring encircles the object to be 
captured, then slowly closes the iris 
until It holds the object securely. 

For most applications, a double iris 
(see Figure 1) would be used to orient 
the object as well as to capture it. The 
operator controls the capture in a 
series of steps (Figure 2). First, the 
ring, with the irises fully open, is 
positioned around the object (in the 
illustrated case, a projection on a 
spacecraft). Then iris 1 is closed to 
about half its fully open diameter, 
moving the object slightly so that it is 
closer to its final, fully alined position. 

At this point, the object deploys an 
end restraint, an antennalike structure 



CAPTURED 

OBJECT 


ROTOR (ATTACHED TO 
A BOOM ON THE 
PARENT VEHICLE) 


IRIS 2 

END 

RESTRAINT 


Figure 1 . Gentle Coupling Mechanism includes two, three-blade irises supported by 
a beam attached to a rotatabie assembly. Iris 1 is fixed at the end of the beam; iris 2 
is moved toward the rotor to capture the object. 


that keeps it from slipping out of the 
ring. Next, iris 2 Is partially closed, 
further realinIng the object. 

Then, telescoping tracks between 
irises 1 and 2 separate them, making 
it easier to aline the object along the 
(continued on next page) 
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CAPTURED 


Figure 2. This Sequence of Steps is 
used in capturing an object: (1) two 
irises are positioned around the object; 
(2) iris 1 is ciosed to about half its fully 
open diameter; (3) an end restraint is 
depioyed; (4) iris 2 is partialiy ciosed; 
(5) the irises are separated; and (6) the 
irises are ciosed. 
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axis of the mechanism; and finally, 
the irises are gently closed to 
complete the capture. To release the 
object, the end restraint is retracted 
and the irises are opened. 

A single-iris version of the coupler 
uses a 4-element Iris in which the 
elements are much broader than In the 
double-iris configuration. In this de- 
sign, the elements reorient the object 
as it is being captured. The benefits of 
the single- and double-Iris configura- 
tions depend upon the stability and 
mass of the craft to be maneuvered. 

The mechanism can accommodate 
gross misallnements between object 
and vehicle and can handle a wide 


range of sizes. It also can be 
designed to capture spinning bodies, 
if the irises are mounted so that they 
too can spin. 

The mechanism Is much lighter and 
more compact than the massive 
mechanical linkages that have been 
used to aline manned spacecraft for 
capture. It also allows the operation to 
be controlled at a greater (and safer) 
distance. 

The “object” can be an end 
receptor on the craft or vehicle to be 
captured. The receptor may be posi- 
tioned so that any forces exerted 
through its length will pass through the 
center of gravity of both craft in order 


to prevent attitude asymmetries from 
being set up. The end receptor can be 
extended to protect the two spacecraft 
from collisions and to provide the 
operator with a better view. 

This work was done by Arthur A. 
Rudmann of Goddard Space Flight 
Center. For further information, 
Circie 64 on the TSP Request Card. 

This invention is owned by NASA, 
and a patent application has been 
filed. Inquiries concerning nonexclu- 
sive or exclusive license for its 
commercial development should be 
addressed to the Patent Counsel, 
Goddard Space Flight Center [see 
page A8]. Refer to GSC-12322. 


Quick-Locking/Unlocking Retainer 

Spring retainer replaces a wingnut 
and a stud in many applications. 


Lyndon B. Johnson Space Center, Houston, Texas 


When holding two small parts 
together in test fixtures and other 
applications, the spring clip shown in 
the figure will often be more conven- 
ient than a clamp or a wingnut-and- 
stud combination. Developed for an 
Impact-resistance tester at liquid- 
oxygen temperature, the retainer 
should be especially useful when parts 
must be frequently moved or changed. 

The retainer is a stainless-steel 
spring similar to a safety pin. Slotted 
tongues at the spring ends fit onto a 
grooved pin. In the materials-impact 
test for which the retainer was 
developed, the specimen is held In a 
cup filled with liquid oxygen and is 
impacted by a measured force applied 
to a striker pin. Previously, a wingnut 
had been used to retain the pin and a 
guide plate while a weight was 
dropped on the pin. At least 20 trials 
are necessary to evaluate a specimen, 
and the specimen cup must be 
removed after each trial so that the 
liquid oxygen can be replenished. 

With the previous setup, the test 
operator repeatedly had to unscrew 
and rescrew the wingnut, and remove 
and replace the spacers and washers, 
while wearing gloves for protection 
against a temperature of -1 95® C. This 
was a time-consuming and sometimes 
difficult procedure because the wing- 
nut tended to freeze to the stud. 



SPRING 


TONGUES 


GROOVED 



This Retainer Exerts Spring Pressure to hold parts firmly in place, yet It can be 
disconnected and reconnected quickly and easily. 


With the new retainer, the operator 
has only to compress the spring to 
remove It or to replace It. A recess on 
the upper tongue ensures that the 
retainer seats firmly in a slot on the 
guide pin. There is no danger of 
freezing, and most importantly, the 
time to replace a specimen cup is 
reduced by about 90 percent. 

The fast and smooth action of the 
retainer should make It useful in a 


variety of tools, jigs, and fixtures 
requiring frequent locking and un- 
locking. 

This work was done by George 
Okamoto and Billy B. Williams of 
Rockwell International Corp. for 
Johnson Space Center. For further 
information. Circle 65 on the TSP 
Request Card. 

M SC- 18048 
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Antibackoff Lock for Nuts and Bolts 

Locking device can be installed 
without rennoving bolts. 


Lyndon B. Johnson Space Center, Houston, Texas 




Figure 1. The Antibackoff Fastener is 
shown attached to a hexagonal nut. A 
pin holds the wraparound strip (in color) 
on the nut and serves as the attachment 
point for a securing wire. The wire can 
be tied or spot welded to a stationary 
point to keep the nut from rotating. 


A simple antibackoff lock, designed 
for a hydraulic system, could be used 
to keep any nut or bolt In place under 
vibration. Unlike lockwashers, glue, 
and other techniques used to lock in 
nuts and bolts, this lock strip, as shown 
In Figure 1 , can be attached to already- 
installed boltheads. 

In essence, the lock is a strip that 
fits around the bolthead and is then 
tightly “tied” to a fixed point to keep 


the bolt (or nut) from rotating and com- 
ing loose. The strip (Figure 2) can be 
cut for various-sized bolts and nuts. 
When wrapped around the bolthead, it 
Is held tight by a pin that Is also used to 
attach the “tiedown” wire that keeps it 
from loosening. 

This work was done by James M. 
Fealy of Johnson Space Center. No 
further documentation is available. 

M SC- 16472 



BREAK LINES 


W 


NUT 



Figure 2. Preformed Wraparound Strips can be cut for various sizes and shapes of 
bolts. The slotted ends are rolled and welded to act as channels for the lockpin that 
holds the strip on the nut. 


Device for Pinching Off Metai Tubes 

Gas samples are trapped inside 
thin metal tubes by a toggle clamp. 


Goddard Space Flight Center, Greenbelt, Maryland 



Conventional devices for trapping 
gas samples inside small-diameter 
metal tubes have not been entirely 
effective. When explosively actuated 
devices were tested for use on inter- 
planetary space probes, the tubes 
would often fracture, allowing samples 
trapped for analysis by spectrometers 
to leak out. Conical or ball valves were 
also tested but were rejected because 
they required hard, high-temperature 


materials that were difficult to ma- 
chine to the necessary tolerances. 

A new solution uses a toggle 
mechanism to compress the tube. 
This device is easily actuated and 
seals off the tube without fracture. It is 
spring loaded and is triggered by a 
control arm and a pin. A small roller is 
driven against the tube, pinching it 
with sufficient force to form an 
effective gas seal. 


The mechanism, as shown in the 
illustration, includes two links driven 
by a plunger. The plunger is biased by 
a compression spring held by a pin. 
The link shown on the left pivots about 
a fixed axis, while the link on the right 
is free to translate horizontally on a 
fixed plate. This link includes a 
pushrod that carries a roller that Is 
driven against the tube. 

(continued on next page) 
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This Toggle Mechanism is shown in its initial position before striking the tube. 
When the pin is removed, the spring forces the piunger down against the stopbiock, 
whiie the push iink moves to the right. The tube is pinched without fracturing by the 
rolier. 


The tube is attached to a stopbiock. 
A second stopbiock is located below 
the plunger. The height of this block 
and the horizontal screw adjustment 
on the stopbiock supporting the tube 
determine the amount of travel of the 
moving parts. 

The mechanism is actuated by an 
arm connected to the pin. When the 
pin is removed, the spring pushes the 
plunger driving the pushrod against 
the tube. The roller strikes the tube 
with a force that can be about 800 
times greater than the downward force 
exerted by the spring. This design is 
intended to trap gas samples that may 
be at temperatures and pressures of 
900® F (485® C) and 100 atmospheres 
(10.14x10^ N/m2), respectively in the 
atmosphere of Venus. 

In the space-probe application, the 
mechanism Is triggered by remote 
control and is not reset. For other 
applications It may be reset manually 
by removing the threaded spring cap 
and moving the plunger and the pin 
back to their Initial positions. The 
spring is tensioned by tightening the 
spring cap. 

This work was done by Edwin O. 


Stengard of Goddard Space Flight 
Center. For further information, 
Circle 66 on the TSP Request Card. 

This invention is owned by NASA, 
and a patent application has been 
filed. Inquiries concerning nonexclu- 


sive or exclusive license for its 
commercial development should be 
addressed to the Patent Counsel, 
Goddard Space Flight Center [see 
page Ad]. Refer to GSC-12274. 


Spring Control of Wire Harness Loops 

Negator spring control guides wire harness 
betyveen a movable and a fixed structure. 


Lyndon B. Johnson Space Center, Houston, Texas 


In aircraft and spacecraft rudder 
assemblies, electrical wiring passes 
through a critical area between the 
moving rudder and a fixed support on 
the tail section. The wire is usually 
looped In this area to accommodate 
the relative motion; however, since 
the movement of the loop is not easily 
predicted, the wires can be severed or 
jammed by adjacent components. 

This problem is prevented by a new 
spring device mounted on the fixed tail 
section that controls the movement of 
the wire loop throughout the motion of 
the rudder. The device, as shown In 
the illustration, includes a cable slide 
connected to a negator spring assem- 
bly. The electrical wire passes through 
the cable slide. The slide is a piece of 
aluminum tubing bent Into a 60® arc, 
with flared ends. The inside of the 
slide is coated with a smooth material 
such as Teflon, to reduce friction. 


POSITION 2 WIRE LOOP 


POSITION 1 



This Negator Spring Control prevents the electrical wire harness loop from jamming 
or being severed as the wire moves in response to changes in the position of an 
aircraft rudder. The spring-loaded coiled cable controls the wire loop, regardless of 
the rudder movement. 
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A stainless-steel cable is connected 
to an eyelet on the cable slide. The 
other end of this cable is joined to the 
negator spring assembly. Sufficient 
cable length is left on the negator 
spring reel to allow for the maximum 
rudder movement. The negator spring 
assembly thus serves as a spring- 
loaded coiled cable to restrict the 
movement of the wire harness loop. 


As the rudder moves left or right, 
the negator spring releases just 
enough of the coiled cable to maintain 
constant tension. This reduces the 
diameter of the loop because the 
distance between a wire clamp on the 
rudder and the fixed vertical tail 
becomes larger. When the rudder 
returns to its trailing position, the 
cable Is coiled back into the negator 


assembly, which brings the wire loop 
back to Its original diameter. The 
cable slide remains at the apex of the 
loop (adjacent to the negator spring) 
during the entire motion. 

This work was done by Pasquale J. 
Curcio of Fairchild Republic Co. for 
Johnson Space Center. No further 
documentation is available. 

M SC- 16246 


Noncontacting Valve-Position Indicator 

The position of a sealed valve or other movable 
part is indicated v\/ithout penetrating the housing. 


Lyndon B. Johnson Space Center, Houston, Texas 


MAGNETIC 

WASHER 



Flux From Magnets connected to the stem of a hydraulic valve penetrates the 
pressure wall and is sensed by a Hall-effect transducer outside the wall. When the 
valve closes, moving the stem and magnets, the voltage from the transducer 
decreases; thus the stem position is indicated without any physical contact. The 
north-pole-to-north-pole orientation of the magnets plus the magnetic washer and 
flux concentrator localize the flux to a very narrow [0.050- to 0.100-inch (1.3- to 
2.5-mm)] region in the Hall chip. 


A magnetic position-sensing tech- 
nique allows the on /off condition of a 
valve to be determined without using 
an electromechanical switch or other 
device that requires penetration of the 
pressure wall of the valve. The 
sensor, employing two samarium- 
cobalt magnets and a Hall-effect 
transducer, gives an accurate indica- 
tion of whether the valve is open or 
closed and Increases the overall 
reliability of the valve itself. The 
technique can be used in any applica- 
tion that requires knowledge of the 
position of a component that is Inside 
a sealed housing. Specific valve- 
control applications Include fluid-flow 
systems, engine control, railroad 
vehicles, and chemical processing. 

As shown in the illustration, the 
sensor Is not physically connected to 
the valve body. This eliminates a 
potential failure point. The samarium- 
cobalt magnets are attached to the 
stem of the valve and are alined 
facing north pole to north pole. The 
very sharp and intense magnetic field 
from between the magnets penetrates 
the metallic pressure wail enclosing 
the valve. Outside the wall a Hall- 
effect transducer senses the mag- 
netic field intensity. When the valve 
closes, the stem and magnets move 
away from the Hall chip. The resulting 
change in output Hall voltage is 
detected and converted Into a position 
signal. 


This work was done by Edward A. 
Crovella and Richard D. Cummins of 
Carleton Controls Corp. and James M. 
Wada of Rockwell International Corp. 

for Johnson Space Center. For 


further information, including a circuit 
schematic, Circle 67 on the TSP 
Request Card. 

MSC-16048 
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Improved Gas Thrust Bearings 

Dual-action and multipad gas thrust 
bearings can carry larger loads. 


Lewis Research Center, Cleveland. Ohio 



Figure 1. Dual-Action Thrust Bearings (a. above) can support a higher ioad than a 
single-action bearing (b. above). In the dual-action bearing, hydrodynamic effects 
on both sides of the runner are utilized to achieve a greater pressure differential 
between the loaded and the unloaded member by decreasing the pressure on the 
unloaded member. 


Two variations of gas-lubricated 
thrust bearings extend substantially 
the load-carrying range over existing 
gas bearings. These are the “dual- 
action” and “cantilever-mounted” 
gas bearings. 

Dual-Action Bearing 

The load-carrying capacity in hydro- 
dynamic bearings results from pres- 
sure generated within a lubricant film 
in a gap that is convergent in the 
direction of motion of the bearing 
surfaces. In a bidirectional thrust 
bearing, the load is supported by the 
difference in the average pressures In 
the loaded and unloaded members of 
the bearing; the higher that difference, 
the higher the load-carrying capacity. 

The pressure difference between 
the loaded and unloaded members of 
a bidirectional thrust bearing can be 
increased by increasing the pressure 
in the loaded member or by decreas- 
ing it in the unloaded member. The 
latter approach is not justified in the 
case of liquid lubricants, where maxi- 
mum reduction in the low-pressure 
region can be only 1 atmosphere (10^ 
N/m2), which can be two orders of 
magnitude lower than the usual pres- 
sure Increase. With gas-lubricated 
bearings, however, the reduction in 
pressure might be of the same order 
as the pressure increase and could, 
therefore, contribute substantially to 
the bearing load-carrying capacity. 
The principle of the dual-action bear- 
ing, shown schematically in Figure 
1(a), is that it utilizes hydrodynamic 
effects on both sides of the runner. 

In Figure 1(b) the single-action 
thrust bearing runner rotates next to a 
stationary member (sector pad or 
grooved disk), so that the rotation is in 
the direction of film convergence, and 
above-ambient pressures are gener- 
ated in the lubricant film. In Figure 
1(a), the dual-action bearing with an 
Identical stationary member next to 
the other surface of the runner, 
rotation in the direction of film diver- 
gence of that member is obtained, and 
pressures below ambient are gener- 
ated on that surface. 


The load-carrying capacity of the 
dual-action gas thrust bearing is more 
than 90 percent greater than that of 
the single-action bearing over the 
whole range of compressibility num- 
bers. Design is not limited to flat 
sector pads; other configurations such 
as stepped pads and grooved disks 
can be used as stationary members. 
Cantilever-Mounted Thrust Bearing 
The resilient-pad gas thrust bearing 
does not contain any elastomers In the 
bearing assembly. The bearing con- 
sists of sector-shaped pads mounted 
on flexible beams (see Figure 2). This 
new bearing can be started and 
stopped without external pressuriza- 
tion, Is tolerant to contaminant particle 


ingestion, and is not limited in 
operating temperature by the pres- 
ence of organic materials such as 
elastomers. 

The load-carrying and stiffness 
characteristics of the pad are related 
to the elasticity of the beam. The 
single, cantilever-mounted pad serves 
as a basic unit in various multipie-pad 
bearings. 

Analysis has shown that the load 
capacity of a flat, sector-shaped pad 
Is maximized whenever the pad tilt 
results In a uniformly-minimum film 
thickness along its trailing edge. The 
optimum design is more easily 
achieved by using straight cantilever 
beams. 
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Figure 2(a) illustrates the simplest 
configuration — a pad (1) is rigidly 
mounted along a line (2) on a resilient 
cantilever beam (3). The beam is 
rigidly mounted along its other edge 
(4). A load W acts on the pad. deflects 
the beam and assures a converging 
film in the direction of runner (5) 
motion. (The deflection should be 
such that the runner touches the pad 
only at its trailing edge.) The converg- 
ing clearance maintains the hydro- 
dynamic lubricating film to support the 
load. 

The bearing characteristics depend 
on the amount of pad tilt at its 
mounting (2) and on the deflection of 
the cantilever beam. The deflection is 
a function of beam dimensions (thick- 
ness, width, and length), of beam 
material, and of the distance Xp 
between the point where load is 
applied and the pivot line. 

Procedures exist for optimizing the 
design of the gas bearing at a given 
set of design conditions. The operating 
characteristics of an optimized bear- 
ing design were determined for a 
range of operating speeds. 

The advantages of this bearing are: 
greater tolerance to dirt ingestion, 
good initial lift-off characteristics, and 
operational capability over a wide 
temperature range. 

This work was done by William J. 
Anderson and Izhak Etsion of Lewis 
Research Center. Further informa- 
tion may be found in: 

NASA TN D-8279 [N76-29598], 
"Dual-Action Gas Thrust Bearing 
for Improved Load Capacity, " and 
NASA TN D-8221 [N76-24588], 
"Analysis & Design of a Cantilever- 
Mounted Resilient-Pad Gas-Lubri- 
cated Thrust Bearing. " 

Copies of these reports may be 
obtained at cost from the New England 
Research Application Center [see 
page AT]. 

This invention is owned by NASA, 
and a patent application has been 
filed. Inquiries concerning nonexclu- 
sive or exclusive license for its 
commercial development should be 
addressed to the Patent Counsel, 
Lewis Research Center [seepage A8]. 
LEW-12569 



Figure 2. Cantilever-Mounted Thrust Bearing has load-carrying and stiffness 
characteristics dependent on the elasticity of the cantilever beam. The simplest 
one-pad configuration is shown in (a) above; this basic unit can be used in multiple- 
pad bearings as shown in (b). 
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Quick-Connect Threaded Attachment Joint 

Plastic or metal parts aline 
and engage with little rotation. 


Langley Research Center, Hampton, Virginia 


A threaded tapered joint Is self- 
alinlng and tightens with only 65® of 
rotation for quick connects and dis- 
connects. Made of injection-molded 
plastics or cast or machined alumi- 
num, the joint can carry wires, tubes, 
liquids, or gases. 

The joint (Figure 1 ) consists of male 
and female sections, each containing 
multiple thread starts (four are shown 
in the photo) on a steep (35®) conical 
surface. The equivalent pitch Is 20 
threads per inch (8 threads per cm), 
and the maximum diameter of 2.0 
inches (5.1 cm) tapers down to 1.15 
inches (2.9 cm). The thickness of the 
conical portion of the male and female 
parts varies to maintain a constant 
cross section, thereby maximizing 
load-carrying ability and minimizing 
weight. 

When the two parts of the joint are 
brought together (a cone within a 
cone), their shapes aline them. Small 
projections on the male section and 
slots on the female section further aid 
alinement; slight rotation of the male 
form clockwise or counterclockwise 
engages the projections in the slots. 
At this point, the threads begin to 
engage, and the male section Is 
rotated clockwise until the joint is fully 
engaged and torqued. 

The joint is disengaged by rotating 
the male form counterclockwise until 
its projections aline with the slots in 
the female form. The sections are then 
separated by pulling them apart 
longitudinally. 

Once the threads begin to engage, 
only 65® of additional rotation are re- 
quired to make up the joint. Longitu- 
dinal motion during this rotation is 
only 0.036 inch (0.9 mm). Other 
combinations of cone angle, threads, 
and pitches are possible, allowing 
makeup rotations from 190® to 35®. 

Depending on the particular needs, 
for the plastic parts, molding material 
can be compounded with graphite 
fibers, carbon black, or other addi- 
tives to impart electrical conductivity, 
ultraviolet protection, or proper sur- 
face emissivity. The surfaces of the 
parts can be coated by painting or 



vapor deposition. The mold tooling 
can readily accommodate various 
part thicknesses and thread and 
alinement configurations. The cast 
aluminum parts are manufactured 
using the lost wax process and 



/ 


matched molds for injection molding 
the wax forms. 

The sections of the joint can be 
permanently bonded. An encapsulated 
adhesive can be applied to one section 
and activated by motion of one thread 



Figure 1. Steep Threaded Cones on joint sections aline easily and tighten in less 
than one-quarter turn. 



Figure 2. Multiple-Joint Version of quick-connect joint has high strength. Part 
shown accommodates nine connections. 
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against the other; or a two-component 
adhesive can be applied, one compo- 
nent to the male form and one to the 
female form, and again activated by 
relative motion of the threads. 

Another variation is a multiple-joint 
assembly (Figure 2) that makes 
maximum use of the intersection of 
female cones to stiffen the assembly. 
The multiple joint illustrated consists 
of six identical female connectors in 


one plane, 60® apart, and three other 
female connectors 120® apart with 
centerlines inclined 57® from the six- 
connector plane. All centerlines inter- 
sect at a common point. This assem- 
bly, made from a 65-percent glass- 
loaded polyimide, can withstand a 
1,700-pound (7,500-N) tensile load. 
For even higher load-carrying ability, 
the joint can be cast or machined from 
metal. 


This v^ork was done by Melvin H. 
Lucy, William R. Messick, and Peter 
Vasquez of Langley Research 
Center. For further information, 
Circle 68 on the TSP Request Card. 

Inquiries concerning rights for the 
commercial use of this invention 
should be addressed to the Patent 
Counsel. Langley Research Center 
[see page A8]. Refer to LAR-12232. 


Simulator for Training Remote-Manipulator Operators 

Six-degree-of-freedom simulator 
uses economical components. 


Lyndon B. Johnson Space Center, Houston, Texas 



Displacement Simulator, for Space Shuttle payload handling, uses a TV camera 
focused onto a payload model. The operator manipulates the control assembly, 
which is connected to both pan/tilt units and the zoom lens. Payload movement is 
observed on a TV monitor. 


A training simulator for remote- 
manipulator operators employs optical 
effects to reduce the required me- 
chanical motion. This reduction in 
complexity makes this or a similar 
system cost-effective for training ma- 
nipulator operators, such as those in 
industries handling nuclear wastes 
and hazardous chemicals. 

The system as shown simulates six 
degrees of freedom; I.e., roll, pitch, 
yaw, lateral displacement, longitudinal 
displacement, and distance changes. 
Roll, pitch, and yaw are simulated by 
controlling the attitude of the payload 
pan /tilt unit with respect to the TV 
camera, which remains fixed at this 
point. For example, roll is simulated 
by panning the payload pan /tilt unit in 
the required direction and rate around 
the camera line-of-sight axis. Pitch 
and yaw are similarly accomplished 
around the other axes. 

Lateral and longitudinal displace- 
ments are simulated by operating both 
the camera and the payload pan /tilt 
units simultaneously. In lateral dis- 
placement, the payload is rolled in the 
desired direction while the camera is 
panned in the opposite direction at the 
same rate. Both units must have equal 
angles from their original positions. 
Longitudinal displacement is simu- 
lated by pitching the payload and 
tilting the camera at equal rates to 
maintain the camera line-of-sight 
perpendicular to the payload longitu- 
dinal axis. Payload distance errors in 
both of these maneuvers are correc- 
ted by adjusting the camera zoom 
lens. 


Distance changes are simulated 
simply by operating the zoom lens. 
The payload moves closer by zooming 
the lens in (teleposition) and moves 
away by zooming the lens out (wide- 
angle position). 


This work was done by David H. Orr 
and Loran C. Ward of McDonnell 
Douglas Corp. for Johnson Space 
Center. For further information. 
Circle 69 on the TSP Request Card. 
MSC-14921 
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Shaft Speed Control 

A simple mechanism equalizes the 
speed of rotation of two concentric shafts. 


NASA’s Jet Propulsion Laboratory, Pasadena, California 



SUDINQ BAR ARM 

The Shaft-Speed Control Mechanlem uses mechanical feedback to control a work 
shaft. The center reference shaft is typically gear-driven at 50 rpm by a precision 
stepping motor. The feedback shaft is typically gear-driven by a 1-rpm work shaft at 
50 rpm. Should the work shaft speed up, the control angle increases, and the brakes 
are applied to reduce the feedback-shaft (and thus work-shaft) speed. 


A proposed mechanism controls 
rotation of a heavy-duty shaft by 
mechanical comparison with the rota- 
tion of a small, precise, stepper 
motor. Developed for unfurling solar 
sails on spacecraft, the mechanism 
can be used to limit winding and 
unwinding speeds of large spools and 
reels and in many other mechanical 
applications requiring shaft speed 
control. The new mechanism Is lighter 
and simpler than conventional speed 
controllers. 

The speed controller is shown in the 
figure without the stepper motor or the 
heavy-duty shaft It controls. The 
controller employs two concentric 
shafts: a center reference shaft that is 
geared down from a precision step- 
ping motor to rotate at a constant set 
speed and a feedback shaft that is 
geared up from the heavy-duty work 
shaft. The gearing is such that the two 
concentric shafts will rotate at the 
same speed if the heavy-duty shaft is 
operating at the desired rotation rate. 

The speed-control components are 
a spring-loaded roller arm attached to 
the center reference shaft and a 
brakeshoe arm attached to the outer 
feedback shaft. The rollers of the 
spring-loaded arm press against the 
curved arms of the brakes with 
considerable force. If the "control 
angle" between the two arms is 
smaller than some design angle the 
brakes are not pressed against the 
housing. The two shafts then rotate 
independently and freely, and the 
stepper motor has no effect on the 
heavy-duty shaft. 

Should, however, the heavy-duty 
shaft rotate faster than desired, the 
feedback shaft will rotate faster than 
the reference shaft, and the control 
angle will increase. An Increase in the 
control angle means that the rollers 
move along the curved brake arms 
toward the brakes. The spring force of 
the roller arm presses the brakes 
against the surrounding stationary 
cylinder, slowing down the feedback 
shaft. 

Since the feedback shaft is con- 
nected to the working heavy-duty 


shaft, that too is slowed down. The 
braking continues until the feedback 
shaft and reference shaft are again 
rotating at the same speed (i.e., the 
work-shaft speed has been brought 
into tolerance). Then the control angle 
will have reduced to the point at which 
the roller arms do not press the brakes 
against the cylinder. 

This work was done by Allen G. 
Ford of Caltech for NASA’s Jet 


Propulsion Laboratory. For further 
information, Circle 70 on the TSP 
Request Card. 

This invention is owned by NASA, 
and a patent application has been 
filed. Inquiries concerning nonexclu- 
sive or exclusive license for its 
commercial development should be 
addressed to the Patent Counsel, 
NASA Resident Legal Office-JPL [see 
page A8]. Refer to NPO-14170 
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Stable Hydraulic Pressure Regulator 

Neither sensing line restrictors nor frictional 
dampers are required for stability. 


Lewis Research Center, Cleveland, Ohio 


A hydraulic pressure regulator that 
is stable without the use of sensing 
line restrictors or frictional dampers 
has been analytically derived and 
experimentally verified. The analysis 
presents a method by which stability 
margin, response, and droop magni- 
tude can be incorporated during the 
design of direct-acting hydraulic pres- 
sure regulators. 

One of the most frequently occur- 
ring problems in hydraulic circuits is 
the elimination of pressure regulator 
Instability. The regulator is usually the 
only active element among the dynam- 
ically-coupled hydraulic elements. The 
stability is determined by the inter- 
action of the regulator and the coupled 
passive elements of the circuit. 
Stability Is necessary for an accept- 
able regulator performance, but any 
stabilizing method that causes an 
Increase in response time or droop 
magnitude is not always acceptable. 

The sensing line orifice frequently 
used for stabilization degrades re- 
sponse by very rapidly imposing a limit 
on the velocity of the variable orifice 
element of the regulator. Heavy 
mechanical damping of the variable 
orifice element can produce steady- 
state error or cause limit cycle 


oscillation. When instability Is the 
result of a high gain over the stability 
limit, the small line orifice or large 
mechanical damping that is required 
to obtain stable operation may so 
severely restrict valve action that 
control effectiveness is lost. 

The new regulator design methods 
that are derived provide two methods 
through which stability can be obtain- 
ed in the complete absence of a line 
orifice or of mechanical damping. 

The analysis is based on a general- 
ized block diagram that represents 
three elements: the pressure regula- 
tor, the flow or pressure generator, 
and the coupled load. The coupled 
load is represented by its impedance. 
The diagram yields the open-loop 
transfer function of the system for any 
load with a circuit Impedance that can 
be expressed. The analysis is applied 
to the pump-supplied relief valve 
circuit, the load-supplied counter- 
balance valve circuit, and the pres- 
sure-supplied reducing valve circuit. 
Relationships are provided for use in 
design to incorporate a specific gain 
margin for stability and for Bode 
diagram verification. Closed-loop 
transfer functions are given from 
which the dynamic response of flow 


and pressure can be calculated from 
regulator design constants and circuit 
parameters. 

A system was designed to verify 
experimentally two of the major con- 
cepts derived mathematically: (1) the 
stability limit under parallel capacitive 
plus resistive load and (2) the stability 
effect of the tuned stabilizer. The 
system consisted of (1) a positive 
displacement pump coupled to a vari- 
able-speed drive, (2) a relief valve 
pressure regulator. (3) an air-charged 
piston accumulator (tuned stabilizer), 
and (4) a manualiy-adjustable load 
valve (orifice). Both concepts showed 
close agreement with the mathemat- 
ical analysis. 

This work was done by Harold Gold 
of Lewis Research Center. Further 
information may be found in NASA 
TM-X-73687 [N78-10415], ••The 

Design of Hydraulic Pressure Regula- 
tors That Are Stable Without the Use 
of Sensing Line Restrictors or Fric- 
tional Dampers, ” a copy of which may 
be obtained at cost from the New 
England Research Application Center 
[see page AT]. 

LEW-13058 


Automated Syringe Sampler 

A device for remote sampling of air 
or water in pollution studies is 
operated by a servomechanism. The 
servo, which is activated remotely by 
a switch closure or a radio signal, 
drives an evacuated glass tube against 
a stationary double-ended needle. The 
sample Is collected through the 
needle, which punctures the rubber 
septum of the glass tube. After a 
predetermined time, typically 5 
seconds, the servo is activated again, 
driving the glass tube in reverse and 
extracting the syringe from the 
septum. 

(See page 393.) 


Ruby C-Axis Allnement System 

A precision C-axis alinement 
system for rubies operates at room 
temperature. The Oaxis Is located to 
within ±3 minutes of arc from the 
recordings of paramagnetic absorp- 
tion of X-band microwave signals. A 
ruby slab, for which the C-axis angle 
has been roughly determined to within 
by optical methods. Is placed in a 
waveguide fixture, and an X-band RF 
signal is applied to the ruby. Two dips, 
due to idler transitions, are recorded 
for various field angles. The ruby slab 
is ground so that the dips coincide 
when the fixture Is at zero degrees 
relative to the magnet pole faces . 
(See page 401 .) 


Precision Clea¥er for 
^Sotr Crystals 

A new machine cuts soft crystals to 
uniform 5-mll slices. The machine 
incorporates a cutter blade secured in 
a vertically adjustable holder. The 
holder is adjusted to obtain the desired 
cutting depth, and the blade is moved 
horizontally at that level by a drive 
motor. The motor pushes the blade 
through the crystal at a speed 
controlled by a velocity feedback 
mechanism. The cut crystal pieces 
are separated by two platens holding 
the pieces via vacuum. Cutting accu- 
racy is within 1 mil. 

(See page 366.) 
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Latching Solenoid for Cryogenic Valves 

Special alloy retains its current-limiting 
resistance at low temperatures. 


Lyndon B. Johnson Space Center, Houston, Texas 


MAGNETIC 

MATERIAL 




DETAILS OF SOLENOID 

The Pull-In and Delatching Colls of a cryogenic solenoid contain copper and a 
low-resistance, low-temperature-coefficient alloy to limit the current at low 
temperatures. 


Conventional, magnetically latching 
solenoids with copper windings are not 
suitable for use at cryogenic tempera- 
tures (near 20.5 K or lower) because 
the resistance of copper drops sharply 
as the temperature is decreased. For 
a constant supply voltage, the coil 
would draw excessive current If 
operated in this temperature range. 
However, by replacing part of the 
copper windings with a low-resist- 
ance , low-tempe ratu re-coefficient 

alloy, a latching solenoid with built-in 
current limiting can be constructed for 
use at cryogenic temperatures. Such 
a solenoid has been tested and is 
being used successfully to control the 
flow of liquid oxygen and liquid 
hydrogen in the Space Shuttle. In this 
solenoid, which operates at a supply 
voltage of 32 volts, the modified 
windings limit the current to a 
maximum of 5 amperes when the 
temperature is 20.5 K. 

Both the pull-in coil and the 
delatching coil in the new solenoid 
consist of a winding of copper and a 
winding of the alloy (see figure). The 
resistance of the alloy varies little with 
temperature and is larger than that of 
copper at very low temperatures. It is, 
however, lower than that of high- 
resistance alloys, such as those used 
in resistance-heating elements, and 
will therefore operate at lower volt- 
ages (and lower power consumption) 
for the same current and number of 
windings. It also makes a smaller and 
lighter solenoid than is possible with 
high-resistance alloys. 

When a voltage Is temporarily 
applied across the pull-in coil of the 
new solenoid, the magnetic force 
overcomes the tension of the spring 
and pulls the armature into the field of 
a permanent magnet, which holds the 
armature in the pulled-in position. 
When a voltage is applied across the 


delatching coil, the field of the coil 
temporarily nullifies that of the perma- 
nent magnet and allows the spring to 
move the armature, returning it to its 
original delatched position. 

This v^ork was done by William S. 
Wang of Consolidated Controls Corp. 


for Johnson Space Center. No 

further documentation is available. 

Inquiries concerning rights for the 
commercial use of this invention 
should be addressed to the Patent 
Counsel, Johnson Space Center [see 
page AS], Refer to MSC’18106. 
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Insulator for Cryogenic Joints 

Semirigid polyurethane foam is firm enough not to 
collapse yet soft enough not to crack in extreme cold. 


Marshall Space Flight Center, Alabama 


REINFORCED SILICONE- 
RUBBER COVER 



Cold-Joint Insulator made of semirigid poiyurethane is covered by reinforced 
silicone that is sealed to itself by an overlap joint. 


An insulator for joints in cryogenic 
piping prevents liquid air from con- 
densing on the joint as cold liquid 
gases flow through it. The insulating 
material is semirigid polyurethane 
foam. Unlike soft foam insulators, the 
new insulator does not deteriorate and 
collapse from the effects of water and 
air and can be removed and reused. 
Also, unlike rigid foams. It does not 
tend to crack at low temperatures. 

This insulator is suitable for pipes 
carrying liquid hydrogen, liquid air, 
liquefied natural gas, and other low- 
temperature fluids. The insulating 
material, which is a molded poly- 
urethane-foam shell, is placed over 
the joint (see figure), and a silicone- 
elastomer cover, reinforced with 
glass fabric Is placed over it. The 
silicone cover is sealed and clamped 
to the adjoining pipes. 

The silicone cover retards flames, 
and the glass-fabric reinforcement 
protects the foam against accidentlal 
damage from tools during installation 
and maintenance. 


This y^ork was done by Elden L. 
Havi/kinson of Rockv^ell International 
Corp. for Marshall Space Flight 


Center. No further documentation is 
available. 

MFS- 19361 


Low-Leakage Low-Temperature Valve 

Resilient closure mechanism protects against 
leakage at temperatures as low as - 95.5“ C. 


Lyndon B. Johnson Space Center, Houston, Texas 


A new valve seals tightly against 
cold fluids, even after thousands of 
opening-and-closing cycles. Because 
the valve is made of corrosion-resis- 
tant steel (CRES), it is also compatible 
with corrosive fluids. It has been suc- 
cessfully tested for minimum seat leak- 
age at pressures up to 350 psig 
(2.41 xIO® N/m2) and temperatures 
down to -140® F(- 95.5® C). 

In the new valve, the poppet (see 
figure on next page) consists of a 
precision-machined Teflon seal held in 
place by a CRES retainer that is 
electron-beam-welded to the CRES 


poppet body. A CRES garter spring 
pushes on the Teflon seal so that it 
protrudes about 0.01 in. (0.025 cm) 
beyond the poppet face when the 
valve is open. A thin metal washer 
prevents the garter spring from dig- 
ging Into the Teflon seal. 

When the valve Is closed, the garter 
spring presses the seal against the 
valve seat, forming a tight closure. A 
bleed hole In the poppet body admits 
fluid to the inlet side of the seal, provid- 
ing additional sealing pressure. 

The sealing properties of the Teflon 
flange last through thousands of clo- 


sures because the Impact of closing Is 
absorbed partly by the garter spring 
and partly by the poppet outer face, so 
that the Teflon seal is protected 
against cold flow and permanent 
deformation. 

The valve was originally designed to 
handle liquid nitrogen tetroxide and 
monomethyl hydrazine. It successfully 
survived pressure tests at 525 psig 
(3.62x10® N/m2) for 3 minutes and 
4,000 open-and-close cycles at tem- 
peratures between -65® and -M50® 
F ( - 54® and -i- 66® C) including 1 ,000 
cycles at - 65® F. Helium leakage was 
(continued on next page) 
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INLET SIDE 



less than 1 .0 standard cubic centime- 
ter per hour (scm3/h) at 350 psig and 
-65® F. Leakage was less than 2.0 
scm3/h at -140® F at the same 
pressure. 

This work was done by William S. 
Wang of Consolidated Controls Corp. 
for Johnson Space Center. No further 
documentation is available. 

MSC-18087 


An Improved Low-Temperature Valve has a corrosion-resistant steel spring that ab- 
sorbs part of the impact on a Teflon seal when the valve is closed. The Teflon pro- 
trudes between 0.008 and 0.010 in. (0.015 and 0.025 cm) below the CRES retainer. 


High-Pressure Cryogenic Cylinder Seal 

Teflon delta ring is soft but 
strong at very low temperatures. 


Marshall Space Flight Center, Alabama 


A triangular-cross-section Teflon 
ring seals against cryogenic fluid, at 
temperature where standard wedge or 
U-rIngs fall. The new “delta” ring can 
be mounted in a groove In either a 
piston or bore (see figure). 

Both wedge and U-rings tend to split 
Into two rings at cryogenic tempera- 
tures and thus destroy seal Integrity. 
These types of rings shrink and pull 
away from the sealing surfaces when 
they are cooled; this shrinkage and the 
pressure from the cryogenic fluid 
induce stresses that split the ring. 

The delta ring, on the other hand, 
covers the gap between piston and 
cylinder and is held in place by a split 
metal ring and a wave spring. The 
small cross section of the Teflon seal 
allows it to stretch as it is cooled with 
relatively low loading from the wave 
spring. The Teflon stays soft even at 
very low temperatures and thus keeps 
the gap covered. It retains its 
strength, however, and does not 
extrude in the gap under pressure 
from the cryogenic fluid. 

The delta ring has been successfully 


HIGHEST 



tested at 11,000 psi (76x10® N/m2), 
which is twice the pressure that a 
U-seal can withstand in the same 
application. 

This work was done by Mel E. Burr 
of Rockwell International Corp. for 

Marshall Space Flight Center. For 



further information, Circle 72 on the 
TSP Request Card. 

MFS- 19335 

Inquiries concerning rights for the 
commercial use of this invention 
should be addressed to the Patent 
Counsel, Marshall Space Flight Center 
[see page A8]. Refer to MFS-19335. 


This triangular-cross-section Delta Ring, with the aid of a wave spring and a metal 
wedge, seals a cylinder in either piston or bore mounting. 
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Vacuum Leadthrough for Hydrogen Maser 

Nonmagnetic leadthrough 
withstands severe thermal shocks. 


NASA’s Jet PrqDulsion Laboratory, Pasadena, California 


URANIUM 



RODS 


A Multipin Nonmagnetic Vacuum Lead- 
through shows tungsten rods sealed 
with uranium glass. 


Considerable work has been done 
with epoxy resins to obtain vacuum- 
tight seals with tungsten rod iead- 
throughs. These nonmagnetic lead- 
throughs are used in a hydrogen 
maser for electrical interconnection 
into the vacuum chamber. Earlier 
efforts to produce vacuum-tight seals 
had not been very successful because 
the seals failed during tests when the 
temperature was varied from -20® to 
120® C. 

An improved seal uses uranium 
glass to form a vacuum seal to the 
tungsten rod. An epoxy resin seals this 
glass-coated rod to the aluminum 
body. A typical multipin arrangement 
is shown in the illustration. The 
vacuum chamber is typically at 10*6 
torr (1.3x10-4 N/m2) at 46® C and is 


subjected to temperatures of 20® to 
100® C during bakeout. 

The new connector was tested 
successfully, using a rapid drop in 
temperature from 100® C to the tem- 
perature of liquid nitrogen (-196® C) In 
a few seconds. A vacuum test showed 
that the connector retained a vacuum 
lower than 10*® torr (1.3x10*6 N/m2) 
with no degradation in performance. 

Each connector was subjected to 
temperature cycling between -65® to 
150® C, six to seven times over a 
16-hour period. To date, none of the 
connectors has failed this test. 

This work was done by Dean A. 
Norris of Caltech for NASA’s Jet 
Propulsion Laboratory. For further 
information, Circle 73 on the TSP 
Request Card. 

NPO’14148 


Books and Reports 

These reports, studies, and hand- 
books are available from NASA as 
Technical Support Packages (TSP's) 
when a Request Card number is 
cited; otherwise they are available 
from one of NASA’s Industrial 
Application Centers or the National 
Technical Information Service. 

Electric arKi Hybrid Vehicles 

Report assesses state-of-the- 
art in vehicle development. 

A 598-page report has been pub- 
lished that presents data that char- 
acterize the state-of-the-art electric 
and hybrid (combined electric and 
heat engine) vehicles. Performance 
data for a representative number of 
electric and hybrid vehicles were 
obtained from track and dynamometer 


tests. User experience information 
was obtained from fleet operators and 
individual owners of electric vehicles. 
Data on performance and physical 
characteristics of a large number of 
vehicles were obtained from manufac- 
turers and the available literature. 

This report Is the result of the 
Electric and Hybrid Research, Devel- 
opment . and Demonstration Act of 
1976 (Public Law 94-413), which 
required that data be developed char- 
acterizing the state-of-the-art of elec- 
tric and hybrid vehicles. The Energy 
Research and Development Adminis- 
tration (ERDA) (now the U.S. Depart- 
ment of Energy) was given the respon- 
sibility for implementing the Act. The 
National Aeronautics and Space 
Administration (NASA) was requested 
by the ERDA to develop data in 
support of the state-of-the-art charac- 
terization. The NASA Lewis Research 


Center was responsible for this 
project. 

The purpose of this study was to 
characterize the general state-of-the- 
art of electric and hybrid vehicles, 
rather than to present the specific per- 
formance of particular vehicles. Vehi- 
cles selected for test and evaluation 
were those believed to represent 
collectively the state-of-the-art. User 
experience information was collected 
on over one-third of an estimated 
2, OCX) American-built electric vehicles 
of all types currently operating in the 
United States and Canada. Detailed 
information also was obtained on the 
operation of 44 electric and hybrid 
buses. Additional data were collected 
from the literature on other vehicles 
in operation abroad. The report 
emphasizes vehicle performance, 
(continued on next page) 
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reliability, maintenance, and drive- 
ability, but comfort, serviceability, and 
other characteristics of electric 
vehicles are also discussed. 

This work was done by the Electric 
and Hybrid Vehicle Project Office of 
Lewis Research Center. Further 
information may be found in NASA 
TM’73756 [N78-18988], ••State-oF 
the-Art Assessment of Electric and 
Hybrid Vehicles/' a copy of which 
may be obtained at cost from the 
Technology Application Center, 
University of New Mexico [see page 
AT]. 

LEW-13077 

Lines, Bellows, Flexible 
Hoses, and Filters 

Design criteria monograph 
developed from NASA 
experience 

This monograph was written to 
organize and present significant expe- 
rience and knowledge accumulated by 
NASA in development and operational 
programs. The purpose is to assist 
system designers. It reviews and 
assesses current design practices and 
from them establishes guidance for 
achieving greater consistency in de- 
sign, increased reliability in the end 
product, and greater efficiency In the 
design effort. 

A liquid-propellant rocket engine 
and the vehicle using it represent an 
assembly of fluid-flow components 
that must be interconnected. These 
Interconnections are provided by the 


lines, bellows, and flexible hoses. The 
fluids in a given system are maintained 
at a required level of cleanliness by 
filters that remove contaminant ma- 
terial. 

The successful design of line or 
duct assemblies and their components 
for rocket propulsion systems is 
based on many considerations and 
factors. Some considerations are 
quite basic and are well grounded in 
theory, while others are more subtle 
and have been learned through many 
failure analyses and experiments. 

The major problems in line assem- 
blies have involved the details of the 
flexible-joint elements utilized. Less 
frequent problems have Involved the 
entire assembly and include mechan- 
ical vibration, corrosion, contami- 
nation, thermal-cycling fatigue, static- 
seal leakage, handling damage, and 
mismade parts. The major problems 
with the flexible elements, in addition 
to those just listed, have been fatigue 
failures (from flexure and mechanical 
or flow-induced vibration), buckling- 
instablllty failure, and failure of the 
duct-to-bellows attachment joint. The 
major problems in filter design have 
been determining the amount of 
built-in, system-generated, and envi- 
ronmental contaminants to be filtered; 
contaminant capacity; flow versus 
pressure drop for filter elements; and 
the physical size of filter required to 
satisfy the system requirements. 

The monograph begins with a 
discussion of the line assembly that 
treats the key design elements In the 
assembly in the logical, chronological 
order in which a designer would 
proceed. Bellows (including linkages. 


liners, and associated components), 
flexible hoses, and filters then are 
treated in order. Some of the design 
considerations in these areas overlap. 
For example, similar considerations 
apply to the design of line assemblies 
with flexible joints and to the design of 
a flexible-hose assembly; also, con- 
siderations for design of a bellows in a 
flexible joint are similar to those for a 
bellows in a flexible-hose innercore. 

The monograph comprises two 
major sections: State of the Art, and 
Design Criteria and Recommended 
Practices. References complement 
the text. 

Both major sections are divided into 
four subjects: Line Assembly (routing, 
sizing, pressure drop, vibration, com- 
ponents, materials, and testing); 
Bellows Joint (bellows, restraint, at- 
tachment, and flow liners); Flexible 
Hose (routing, sizing, innercore, 
braid, end construction, and bend 
moment); Filters (filter element and 
case). 

The monograph is one of a series 
being published on space vehicle 
chemical propulsion, environment, 
structures, and guidance and control. 
A list of all monographs issued prior to 
this one Is presented on the final 
pages of the report cited below. 

This work was done by the Space 
Propulsion & Power Division of Lewis 
Research Center. Further informa- 
tion may be found in NASA SP-8123 
[N 78- 16089], "Liquid Rocket Lines, 
Bellows, Flexible Hoses, and Filters," 
a copy of which may be obtained at 
cost from the New England Research 
Application Center [see page AT], 
LEW-13075 
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High-Gradient Continuous-Casting Furnace 

High gradient allows rapid growth rates in 
directionally-solidified eutectic alloys. 


Lewis Research Center, Cleveland, Ohio 


I 

INDUCTION HEAT 

SOURCE _ 

i GRAPHITE ^ 

SU SCEPTOR ^ 




INSULATION 


Continuous-Casting Furnace achieves a high thermal gradient by combining 
extensive power across the liquid zone with little space between the hot graphite 
and the flowing coolant. 


The continuing demand for longer 
life, higher strength, or higher use 
temperature from high-temperature 
superalloys has created Interest In the 
directionally-solidified eutectic (DSE) 
alloy systems because of their unique 
and attractive properties. 

With currently available equipment, 
DSE alloys must be solidified at very 
slow rates (less than 1 cm/h) in order 
to produce the fully alined structure 
that gives them their unique proper- 
ties. The critical growth rate above 
which allnement cannot be obtained is 
governed by the equation G/R = C, 
where G is the thermal gradient at the 
solidification front, R Is the critical 
growth rate, and C is a constant. Slow 
production processes are generally 
not economical; therefore, it Is desir- 
able to make R as large as possible. 
Thus G must be increased. The 
conventional way of increasing G is to 
increase the degree of liquid melt 
superheat. This procedure in turn 
creates severe melt/ mold reaction 
problems. 

The high-gradient continuous- 
casting furnace, a significant Improve- 
ment over conventional furnaces, 
achieves much higher values of G 
without requiring high degrees of 
superheat. Potential melt /mold re- 
actions are minimized, and greater 
growth rates are permitted than are 
possible using conventional DSE cast- 
ing methods. 

A schematic of the basic furnace 
design is shown In the figure. The high 
value of G is obtained by a combina- 
tion of high power across the liquid 
zone and close spacing between the 
hot graphite and the flowing coolant. 
High superheat in the liquid is avoided 
because the molten liquid layer Is thin. 

Two prototype furnaces have been 
built, each for a different alloy melting- 
point range: tin-lead at 392® F (473 K) 
and aluminum-copper at 1,022® F 
(823 K). Both have demonstrated 
values of G In excess of 1 ,123 K/cm. 
This thermal gradient is at least 573 


K/cm better than the highest values 
found in the literature for similar 
specimens of these alloys 0.24 In. (6 
mm) in diameter. The design is 
currently being modified to construct a 
third prototype for a nickel-base 
eutectic alloy to demonstrate the 
applicability of this innovation in the 
range of temperatures of commercial 
interest for turbine engine materials. 

This furnace design should permit 
cost reductions in the directional 
solidification process through its in- 
creased solidification rates, which 
reduces melt/mold interaction. It 
could be used to produce structural 
engineering materials for any applica- 
tion requiring the properties of 


directionally-solidified eutectic ma- 
terials. 

This work was done by Coulson M. 
Scheuermann of Lewis Research 
Center and Merton C. Flemings, 
Michael A. Neff, Bernard A. 
Rickinson, and Kenneth P. Young of 
the Massachusetts Institute of Tech- 
nology. No further documentation is 
available. 

Title to this invention has been 
waived under the provisions of the 
National Aeronautics and Space Act 
[42 U.S.C. 2457(f)] to the 
Massachusetts Institute of Tech- 
nology, Cambridge, Massachusetts 
02139. 

LEW- 12934 
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Lattice Panels With High Structural Efficiency 

By orienting strips for maximum strength a composite lattice panel 
can be made nearly as strong as “conventional” composite panels. 


Langley Research Center, Hampton, Virginia 



This Lattice Panel Is composed of epoxy/ graphite-fiber strips bonded to a 
honeycomb core. This panel uses strips 0.25 In. (0.63 cm) In width having a lattice 
spacing of 1 .5 In. (3.75 cm). 


"Lattice” structural panels that 
exploit the directional characteristics 
of filamentary materials offer the 
strength and stiffness of conventional 
composite panels, but are much 
lighter in weight. The lattice panels 
were originally conceived for large- 
area structures in spacecraft (such as 
for solar-energy collectors) where 
stiffness rather than strength Is the 
essential requirement; however, they 
can be custom-tailored for various 
applications and are also expected to 
be useful in moderately loaded struc- 
tures. 

A typical lattice panel (see figure) 
consists of strips of composite 
material In a regular geometric ar- 
rangement on an open-grid honey- 
comb core that has either the same or 
a similar pattern. The composite 
material could be epoxy containing 
graphite fibers, a combination that has 
a very high strength-to-welght ratio for 
loads applied in the same direction as 
the fiber orientation. Different ma- 
terials could be selected for other 
applications. 

The lattice resembles a redundant 
truss and, like such a truss, has high 
structural efficiency (strength-to- 
weight). The panel is considerably 
more efficient at light loading than 
conventional sandwich panels, since 
in the latter, glue weight, skin thick- 
ness, and core density cannot be 
reduced below certain minimum 
levels, even if the loading is expected 
to be very light. 

The spacing, the width, and the 
angle of the strips in the lattice panels 
can be changed as necessary. Multi- 
ple layers can be laminated together in 
any orientation on selected strips; and 
one or more strips can be omitted in 
an otherwise Isotropic pattern. When 
the panel must support a low-pressure 
lateral load, a film or a multi-ply 
laminate can be bonded over the 
entire surface. 

The panels are made in an alumi- 
num mold into which slots have been 
machined according to the desired 


lattice pattern. Strips of epoxy tape 
preimpregnated with graphite are laid 
in the slots. 

A honeycomb core is cut out In the 
lattice pattern. A special cutting tool 
has been developed for this operation. 
The tool uses a single-edge razor 
blade as the cutting edge. A spring- 
loaded plunger removes the cut 
section from the tool after the section 
has been cut. The template is cut from 
thin aluminum sheet on a numerically- 
controlled milling machine. 

The core is coated with an epoxy 
resin for bonding and is placed on the 
strips in the mold. The mold is covered 
and loaded with weights, and the mold 
is heated gently to cure the bonding 
resin. The low heat also allows the 
resin to flow. Improving the bonds 
between strips. 

Next, the panel is removed from the 
mold, is vacuum-bagged, and is 
placed in an oven to cure the resin in 
the graphite. For this step, the panel 


must be removed from the mold 
because the .relative expansions of the 
panel and the aluminum mold would 
cause bending or cracking. However, 
if the mold were machined from a low- 
expansion material such as graphite or 
ceramic, the lattice could be com- 
pletely bonded and cured in the mold. 

This work was done by Martin M. 
Mikulas, Jr., and Marvin D. Rhodes of 
Langley Research Center. Further 
information may be found in NASA 
TMX-72771 [N75’32160], ••Composite 
Lattice Structure,*’ a copy of which 
may be obtained at cost from the 
North Carolina Science & Technology 
Research Center [see page AT]. 

This invention has been patented by 
NASA [U.S. Patent No. 4052523 and 
4063981]. Inquiries concerning non- 
exclusive or exclusive license for its 
commercial development should be 
addressed to the Patent Counsel, 
Langley Research Center [see page 
A8]. Refer to LAR-11898. 
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Low-Cost Graphite/Epoxy Structural Panels 

Improved manufacturing process precures 
components of composite p>anels prior to assembly. 


Marshall Space Flight Center. Alabama 


To reduce the weight of spacecraft 
body structures, wide varieties of shell 
panel designs and manufacturing 
methods have been investigated by 
the aerospace industry. A promising 
structural design makes use of 
graphite /epoxy materials fashioned 
into a thin laminate skin and a grid 
structure for stiffening. At present 
these panels are made by an expen- 
sive manual process that costs $40 to 
$200 per pound. (Aluminum and 
titanium alloy panels, by comparison, 
cost $2 to $15 per pound.) However, a 
new fabrication technique can make 
graphIte/epoxy panels less expensive. 

The improved process separately 
cures the graphite /epoxy skin, stiff- 
ener ribs, and stiffener grid. After 
curing, the panels are assembled 
using a special adhesive (see Figure 
1). The stiffening grid, which is the 
most complex and time-consuming 
component to make Individually for 
each panel, is cured as a whole billet 
and later sliced into many grids (see 
Figure 2). These improvements make 
the process adaptable to 'mass prod- 
uction techniques. 

The skin laminates are placed on an 
aluminum tool and cured In an auto- 
clave. In mass production, up to 20 
laminates can be cured in one run. A 
similar process can be used to 
produce quantities of stiffener ribs; 
they are cut from a precured large flat 
graphite/epoxy laminate. The ribs 
stiffen the foam /fiberglass web grid, 
as can be seen in Figure 1 . Web grid 
details are grooved to different depths 
in different directions so that stiffener 
ribs may be Interlocked, providing 
Improved structural strength. Film 
adhesive bonds the components into a 
single, integral panel. 

The fibers of the graphite /epoxy 
laminate can be placed in preferred 
directions, such as axially on stiffener 
flanges or cross-plied on stiffener 
shear webs. Other laminate orienta- 
tions can be used for special applica- 
tions. With the implementation of cost- 
effective manufacturing techniques, 
(continued on next page) 



Figure 1. This Lightweight Graphite/Epoxy Panel Assembly, consisting of a thin 
skin reinforced with stiffeners, can resist design loads without buckling or breaking. 



Figure 2. Economical Mass Production of stiffener grids is achieved by curing a 
billet and then slicing it into sections. 
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uses of the graphite/epoxy laminate 
panels may be found In other areas 
such as the auto industry. 

This work was done by John R. 
Lager, Dan Padilla, Walter F. 


Thiemet, and Donald A. Thomas of 
Martin Marietta Corp. for Marshall 
Space Flight Center. For further 
information. Circle 74 on the TSP 
Request Card. 


Inquiries concerning rights for the 
commercial use of this invention 
should be addressed to the Patent 
Counsel, Marshall Space Flight Center 
[see page A8]. Refer to MFS-23871. 


Welding Fixture for Thin Metal Parts 

A simple fixture applies constant 
uniform pressure to thin parts. 


Goddard Space Flight Center, Greenbelt, Maryland 



COMPRESSING 

DEVICE 


This Welding Fixture holds two thin metal cylindrical parts (in gray) together with 
uniform pressure. The spring-finger collet maintains a tight grip over the metal parts 
to eliminate any airgaps. This method can be used to prepare miniature housings for 
implantable medical electronics and to fabricate other thin metal structures. 


Thin metal parts present special 
problems in welding because they 
tend to warp when exposed to high 
heat, making it difficult to maintain 
uniform contact between the mating 
surfaces over the entire weld joint. In 
some cases, airgaps can develop, 
degrading the Integrity of the weld. 
Although this can be troublesome with 
tack or spot welding, it is totally 
unacceptable when welding pressure 
vessels and other hermetically sealed 
containers. 

Many of these difficulties can be 
eliminated by using a welding fixture 
similar to the one shown in the figure. 
Originally conceived for, welding end 
caps to ultrathin cylindrical housings 
for implantable medical electronics, 
the basic approach, that of supporting 
the entire part contour and applying 
uniform pressure to the joint, should 
be useful In fabricating other light- 
weight metal structures. 

The welding fixture has three 
essential components: a spring-finger 
collet that applies pressure to the 
joint, a compressing device for tight- 
ening the collet, and a mandrel that 
supports the parts. Besides preserving 
the contour of the parts, the mandrel 
also functions as a heat sink. 

In the configuration developed for 
cylindrical housings, shown in the 
figure, two screws fasten the collet to 
the mandrel and adjust the mandrel 
height. The collet is installed so that its 
fingers are lined up with the entire 
circumference over which the parts 
are in contact. Next, the compressing 
device, shaped like an open-ended 
cylinder, is placed over the collet and 
is tightened by a screw through its 
bottom surface. As the screw is 


turned. It compresses the fingers 
around the entire circumference, 
forcing the metal parts together and 
readying them for welding. 

To weld a cap to the other end of tk 
housing, essentially the same pr; 
cedure is carried out except that tht 
inner mandrel is not used. In this 
case, the first end cap provides some 
of the structural rigidity that is required 
to prevent the parts from deforming. 

This work was done by Sidney R. 


McClure of Goddard Space Flight 
Center. For further information. 
Circle 75 on the TSP Request Card. 

This invention is owned by NASA, 
and, a patent application has been 
filed. Inquiries concerning nonexclu- 
sive or exclusive license for its 
commercial development should be 
addressed to the Patent Counsel, 
Goddard Space Flight Center [see 
page A8]. Refer to GSC-12318. 
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Holding Fixture for Variable-Contour Parts 

Array of vacuum cups on spindles holds parts 
for safe machining and other processing. 


Lyndon B. Johnson Space Center, Houston, Texas 


An array of vacuum-cup spindles 
mounted on a specially designed 
housing (see Figure 1 ) acts as a chuck 
to hold irregularly shaped objects. 
Each spindle is a hollow cylinder with 
openings on both ends; suction 
applied through each spindle holds the 
cup flush against the variable-contour 
part. A coiled spring is located on the 
bottom of each spindle for vertical 
support (see Figure 2). 

When the part is laid on the cups, 
each spindle moves up or down to 
adjust to its shape. Next, a vacuum is 
pulled through each spindle, securing 
the cups flush against the contoured 
part. Then air pressure is applied 
through a separate compartment in 
the housing to actuate a rubber 
diaphragm that pushes V-shaped lock- 
ing plugs against the sides of spindles, 
locking them in a fixed position. 

The variable-contour part resting on 
this fixture is held firmly enough for 
machining, coating, or other mechan- 
ical treatment. 

This work was done by Cyrus C. 
Haynie, Poley N. Packer, and Paul P. 
Zebus of Rockwell International Corp. 
for Johnson Space Center. For 
further information, Circle 76 on the 
TSP Request Card. 

This Invention is owned by NASA, 
and a patent application has been 
filed. Inquiries concerning nonexclu- 
sive or exclusive license for its 
commercial development should be 
addressed to the Patent Counsel, 
Johnson Space Center [see page A8]. 
Refer to MSC-16270. 



Figure 1 . Vacuum-Chuck Fixture for securing variable-contour parts uses spindles 
with rubber cups. 
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Figure 2. Partially Disassembled view of the fixture shows the springs that aiiow the 
spindies to adapt to parts contours and shows the diaphragm and iocking piug of 
the air-pressure-operated arrangement for iocking the spindies in piace. 
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Control of Dielectric Film Deposition 

Airgap capacitor in deposition chamber 
is used to monitor deposition. 


Lewis Research Center, Cleveland, Ohio 



Variable-Airgap Capacitor is placed in the vacuum chamber during deposition of 
dielectric films. Dielectric film on the capacitor plates changes the capacitance, 
which is monitored for control of the process. As Indicated in the text example, 
accuracy will depend on the dielectric constant of the film. Many materials have 
dielectric constants with values greater than 3 (viz AI2O3 = 10). Since capacitance 
is a direct function of the dielectric constant, the higher that value, the more 
accurate the control. 


An inexpensive method has been 
developed for accurately controlling 
and measuring dielectric film thick- 
ness during deposition on electronic 
components. The dielectric material 
must be deposited in a vacuum 
chamber. Starting with a dimer rather 
than a polymer and using relatively 
simple equipment, the dimer moves 
through a two-step heating process 
and is converted to a reactive vapor of 
the monomer. When this vapor Is 
passed over components at room 
temperature, the vap>or polymerizes 
on the surface rapidly and uniformly. 

The problem has been to regulate 
accurately the coating process to 
meet the target film thickness on the 
interior surfaces of hybrid electronic 
components as well as to maintain the 
critical feed rate in the range of film 
thickness from 0.4 to 4 mils (0.0 to 0.1 
mm). [Oscillating quartz crystals are 
commonly used to measure thin-fllm 
thickness below 0.1 mil (0.003 mm).] 

This new method uses an inexpen- 
sive, variable-airgap capacitor shown 
In the figure. The Important feature in 
the capacitor is that the distance 
between the opposite-polarity plates 
must be no less than twice the film 
thickness to be measured. The capac- 
itor is located in the vacuum chamber 
during the deposition process. The 
dielectric film being deposited con- 
tinuously coats the capacitor plates, 
as well as the electronic components 
being processed; the vacuum between 
the plates (dielectric constant, Er = 
1.0) is displaced with the coating 
material, which has a greater dielec- 
tric constant. 

As the film thickness on the plates 
Increases, there is a measurable rise 
in capacitance. Various sizes of 
capacitor can be used depending on 
the film thickness desired. As an 
example, the dielectric material used 
for Space Shuttle components had a 
dielectric constant of 2.95 at 10^ Hz. 
This Is 5.7 pF per mil of thickness 
(0.23 pF per micrometer), using a 


capacitor with a 4-mil (0.1 -mm) gap. 
The capacitor signal is conditioned by 
an autoranging capacitance bridge 
and fed into a data-acquisition system. 
The critical feed rate (deposition rate) 
is maintained by plotting capacitance 
as a function of time and adjusting the 
dielectric (vaporizer) temperature 
over the predetermined deposition 
time. 

Through the use of the desired film- 
thickness capacitance signal and a 
programed limit-set point, the deposi- 
tion process will automatically stop at 
the desired film thickness. The capac- 
itor can be reused until the aggregate 
thickness of the deposited film equals 
one-half the plate-to-plate gap. Since 
the capacitors cost less than $2 each. 


they are usually discarded rather than 
cleaned for reuse. 

The coating process Is completely 
uniform over edges, points, and 
internal areas. Areas not requiring 
coating can be masked. Since the 
deposition process is accomplished at 
or near room temperature, there is no 
risk of thermal damage to the coated 
components. With this new control 
method, deposition material is fully 
utilized, and no excess coating is 
necessary to Insure protection of the 
coated parts. 

This work was done by Edwin C. 
Graebner and Thomas J. Riley of 
Lewis Research Center. No further 
documentation is available. 
LEW-13092 
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Repairing Pin-Fin Coid Piates 

Inexpensive technique avoids high temperatures 
that deform thin stainless steel plates. 


Lyndon B. Johnson Space Center. Houston, Texas 


Stainless-steel pin-fin cold plates 
are frequently used as walls in heat 
exchangers and pressurized contain- 
ers. Since the face surfaces of these 
plates can be relatively thin (on the 
order of 0,3 mm) they may be easily 
perforated during handling. Repairs 
are difficult because the high temper- 
atures of conventional brazing or 
welding can deform the plate. 

A new approach for making a flush 
repair of a perforation in the face of 
the cold plate involves installing a 
repair disk in a prepared area 
surrounding the perforation. The disk 
is first tack-welded into place and is 
then torch-brazed at the edges, using 
a silver braze-alloy ring and flux paste. 

The procedure Is shown In the 
illustration. First, the depressed area 
surrounding the perforation is ma- 
chined (spot-faced) to accept the disk. 
In a typical application developed for 
the Space Shuttle, the repair disks 
were 0.005 in. (0.127 mm) thick and 
0.250 In. (6.35 mm) in diameter. The 
disk is tack-welded in place, using a 
capacitance discharge. In the next 
step, a ring of silver braze alloy and 
flux paste is applied around the disk 
edge, which is then torch-brazed. The 
repaired surface is finished by trim- 
ming the excess alloy. 

Cold plates repaired by this method 
have been tested successfully at 
pressures of 135 psi (932x1 0^ N/m2). 
Because the repair disks have small 
diameters, the repaired area can 
sustain greater loads than the larger 
unsupported areas of the faceplate. 

This work was done by Emil P. 
Ruppe of Rockwell International Corp. 
for Johnson Space Center. No 
further documentation is available. 
MSC- 16424 



PERFORATION 




In an Effective Cold-Plate Repair Technique, the perforated area is spot-faced (top) 
to accept a repair disk (center). The disk is tack-welded into place, and then it is 
brazed, using a silver braze-alloy ring with flux paste around the disk edges. The 
repaired area is dressed down flush with the plate surface (bottom). 
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Riveting-Force Gage 

A gage monitors riveting forces applied when 
components are mounted on print^-circuit boards. 


NASA's Jet Propulsion Latx)ratory, Pasadena. California 


The application of the correct 
riveting pressure (sv\/aging force) is 
Important when terminals, mounting 
studs, integrated-circuit sockets, and 
other components are riveted to 
printed-circuit substrates. If the rivet 
is too tight, the substrate may break; 
and If it is too loose, the component 
may not withstand vibration. 

A new gage measures the pressure 
applied by a swaging tool (see figure) 
and thus monitors the riveting forces. 
The gage incorporates a piezoresistive 
pressure transducer, a potentiometer, 
a milliammeter, and a battery, all 
connected in series. The pressure 
transducer is located in a floating anvil 
assembly of the swaging tool. 

When the swaging tool hammer 
strikes the anvil, the anvil fixture Is 
forced against the anvil shoulder, 
which, in turn, exerts a force against 
the pressure transducer. This reduces 
the transducer resistance, which is 
proportional to the applied pressure. A 
proportional increase In the current 
flow Is registered on the meter, which 
Indicates in the range between 0 and 
50 fiA. The gage is calibrated to obtain 
a predetermined microampere reading 
for a given pressure. Alternatively, the 
gage may be modified to read 



This Swaging Tool Has Been Fitted With a Force Gage to determine riveting forces 
accurately when mounting components on printed-circult boards. A pressure- 
sensitive transducer Is placed between the anvil and the baseplate. 


pressure directly. 

Correct swaging pressures have 
been established for specific substrate 
materials such as phenolics and 
ceramics. 


This work was done by James W. 
Rotta, Jr., of Caltech for NASA’s Jet 
Propulsion Laboratory. For further 
information, Circle 77 on the TSP 
Request Card. 

NPO’13477 


Reducing Weld Peaking in Aluminum 

Excessive weld peaking can be 
corrected in heavy aluminum structures. 


Marshall Space Flight Center, Alabama 


Weld peaking can weaken welded 
joints and make it difficult to aline 
mating parts. It can also degrade the 
appearance of welded assemblies. 
Peaking due to weld shrinkage can be 
predicted in simple structures; how- 
ever, in complex assemblies, peaking 
is not predictable because of unknown 
stress Induced by fixturing, stresses 
propagated from other welds In the 


assembly, and stresses that arise 
during machining and forming. 

A new study finds that excessive 
peaking can be corrected by taking 
advantage of the shrinkage forces 
that develop during welding. The 
corrective procedure was developed 
by studying welded joints on the 
Space Shuttle rocket booster. Typical 
weld joint thicknesses were 1.375 in. 
(3.493 cm), welded from both sides. 


Data collected during the experi- 
ments show variations in peaking 
along a single joint and from one joint 
to the next. Since no obvious patterns 
were observed, it was concluded that 
the variations were due to nonwelding 
stresses such as those from fixturing. 
This conclusion is supported by other 
tests that show consistent peaking on 
unstressed welds. 
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It was found that approximately 1® 
of peaking per pass resulted when 
welding either grooved joints or flush 
weld joints; the amount of peaking is 
unrelated to the amount of filler wire 
added. In addition, welding on a crown 
results in less peaking than welding 
on a flush surface or in a groove. 

The following steps can be taken to 
correct excessive peaking: 

1 . Identify and measure the extent of 
the peaking. 

2. Shave off the weld head flush on 
the opposite side of the peaked 
joint. 


3. Mount the assembly on a support 
to reduce all external forces on the 
joint to a minimum. 

4. Make a weld pass on the weld 
head centerline, using the same 
weld parameters as those for the 
fill passes, without adding a filler 
wire. 

5. Measure the peaking, and repeat 
the operation as necessary. 
Approximately 1 ® change Is ex- 
pected per pass on a 1.375-in. weld 
joint, provided that there are no 
external stresses on the joint area. 
When the peaking varies along the 


weld joint, the weld energy must be 
varied to compensate for the non- 
uniformity. 

This work was done by E. Bayless, 
R. Poorman, and J. Sexton of 
Marshall Space Flight Center. 
Further information may be found in 
NASA TM-78176 [N78-25427], •^Weld 
Peaking on Heavy Aluminum Struc- 
tures,'* a copy of which may be 
obtained at cost from the New England 
Research Application Center [see 
page AT]. 

MFS-23973 


Process for Growing Thin Poiished Siiicon Sheets 

Single-crystal sheets pulled from molten silicon floating 
on a refractory melt would require no slicing or polishing. 


NASA’s Jet Propulsion Laboratory, Pasadena, California 


In conventional methods of pro- 
ducing silicon substrates for solar 
cells and other solid-state devices, 
bulk ingots of silicon are sliced Into 
wafers and then lapped or polished. 
These mechanical finishing opera- 
tions, which can add considerably to 
the cost of the solid-state device, are 
not necessary in a proposed new 
process that would grow polished 
silicon sheets directly from the liquid 
melt. 

In the proposed new method, the 
single-crystal sheet is drawn from a 
thin layer of molten silicon floating on 
a pool of molten refractory material. 
As the temperature is lowered through 
the melting point of the silicon, the 
smooth upper and lower surfaces of 
the liquid are “frozen,” yielding a flat 
highly-polished solid sheet. 

Two variations have been sug- 
gested: a vertical process based on 
the commonly-used Czochralski 
method for growing silicon ingots and 
a horizontal process that could be 
adapted for continuous production. 

In the vertical-growth method 
(Figure 1), a small seed of silicon is 
Introduced from the top, and the melt 
temperature is reduced gradually to 
allow crystallization. When the tem- 
perature drops to 800® C, the seed is 
slowly pulled upward, carrying with it 
a polished silicon-crystal sheet. When 
the silicon melt is used up, the 
furnace is opened and recharged with 
(continued on next page) 
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Figure 1 . In a Vertical Process for growing poiished single-crystal sheets of silicon, 
molten silicon is solidified and lifted In one piece off a molten substrate of refractory 
material. The stainless-steel melt chamber is water cooled. 
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CONTROLLED- 
GRADI ENT HEATER 


TO PULL 
MECHANISM 



HEATED CRUCIBLE 
WITH MELTED SILICON 



. SILICON MELT 
■ REFRACTORY MELT 
HEATERS 


WATER-COOLED 
INSULATED CHAMBER 


Figure 2. A Horizontal Process removes a continuous sheet of silicon through a 
siot in the side of the meit container. The process wouid proceed in a chamber 
containing an inert gas such as argon. 


fresh silicon. The temperature is 
raised, and the cycle is repeated. 

In the horizontal-growth version 
(Figure 2), the silicon melt is elevated 
to the level of a slot in the side of the 
chamber, through which the seed is 
inserted; the solidified sheet is then 
pulled out. A heater creates a temper- 
ature gradient that controls the growth 
Interface and the growth rate and 
helps to avoid thermal shock. The 
silicon melt can be replenished from a 
separate container, making continu- 
ous automated production possible. 

Both processes would yield a 
smoothly finished surface. The silicon 
sheet can be used as a substrate for 
chemical vapor deposition without 
further mechanical preparation. 

The refractory melt that supports 
the silicon should be nonreactive with 
silicon and should have a lower 
melting point. It should also have a 
low vapor pressure. Possible mate- 
rials are chlorides and fluorides of 
barium, calcium, and strontium. The 
refractory melt may be able to absorb 
impurities from the silicon and thus 
obviate postgrowth purification. 


Because of the small amount of 
material In the melts, energy for 
heating Is greatly reduced. Also, 
because the silicon Is in thin sheets , it 
may be possible to dope it as It Is 
formed by passing the appropriate 
gases over it. For convenience In 
handling, the sheet can be cut into 


pieces as it emerges from the pulling 
machine. 

This work was done by Charles C. 
Radies of Caltech for NASA’s Jet 
Propulsion Laboratory. For further 
information, Circle 27 on the TSP 
Request Card. 

NPO-14172 


No-Warp Potted Circuits 

Sponge inserts compensate for potting-compound 
expansion and relieve thermal stresses on circuit boards. 


Lyndon B. Johnson Space Center, Houston, Texas 


Potted printed-circuit boards can be 
kept from warping by placing sponge 
pads on the circuit boards when they 
are encapsulated in potting com- 
pound. 

Warping can be a serious problem 
when potted boards are subjected to 
wide temperature variations, because 
temperature-induced stresses can dis- 
tort the assembly enough to damage 
wiring and components. In the Space 
Shuttle Orbiter, for example, an 
excessive number of potted 10-chan- 
nel thermocouple-reference-junction 
modules were being rejected because 
of warping after thermal-cycle tests in 
the range of -160® to + 280® F (-107® 
to +138® C). 

The warping was brought under 
control by adding 1/8-in. (3.2-mm) 
pads of closed-cell silicone sponge 
rubber before the modules were 
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Isocellular Silicone Sponge Pads keep 
electronic circuit boards flat even when 
temperature varies over a wide range. 


potted In silicone compound (see 
figure). 

The sponge pads not only reduce 
warpage as the temperature of the 
environment changes but also relieve 
stresses on the circuit board as the 
potting compound shrinks during cur- 
ing. Thus the technique might be 
expected to improve the quality of 
production runs of PC boards Intended 
for applications in environments less 
severe than those for aerospace 
equipment. Moreover, the pads re- 
duce the weight of the modules 
because they weigh far less than the 
potting compound they displace. 

This work was done by Wayne W. 
Robinson of Rockwell International 
Corp. for Johnson Space Center. No 
further documentation is available. 
MSC‘19729 
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Fastener for Thin Fragile Materials 

Two-part fastener secures 
delicate parts without damaging them. 


Lyndon B. Johnson Space Center, Houston, Texas 


TABS 



Tabs on a Collar press against the lower detent of a button so that collar and button 
exert a compressive force on thin-section parts, holding them firmly together. 


A new two-piece fastener is ideal for 
securing thin delicate parts that might 
be damaged by conventional fasten- 
ers, such as rivets or upset collars. 
Nevertheless, the strength of the new 
fastener approaches that of a riveted 
connection. It Is easily fabricated. Is 
tamperproof, and will not unlock under 
stress or vibration. Moreover, assem- 
blies can be taken apart if necessary 
by drilling through the fastener — an 
option not available if an adhesive 
bond is used. 

The fastener consists of a plastic 
button and a spring-steel collar (see 
figure). These parts have a large con- 
tact area, to distribute loads on deli- 
cat'e assemblies, and a low profile so 
that they can fit into narrow spaces. 

The button contains two detents 
spaced 90® apart. The collar has a re- 
tention slot and a lip. To engage the 
fastener, the upper detent on the but- 
ton Is inserted into a matching slot on 
the bottom of the collar. The button is 
then rotated and pushed to guide the 
lower detent through the same slot. 
This procedure bends open the spring- 
steel tabs at the top of the collar. The 
button is then rotated again so that the 
upper detent alines with the slot be- 
tween the tabs. At this point the tabs 
snap back into their original positions, 
locking the upper detent firmly in 
place. The tabs also apply spring pres- 
sure against the lower detent, captur- 
ing the button In the collar and exerting 
a compressive force that retains the 
assembly. 

Both the button and the collar con- 
tain holes for spanner-type tools. One 
tool would hold the collar while the 
other would turn the button. If there is 
enough clearance around the assem- 
bly. both the button and the collar can 


be provided with tabs that would allow 
the fastener to be tightened with the 
fingers. 

The two parts could be made by con- 
ventional mass-production methods: 
the button by Injection molding and the 
collar by forming seamless tubing. 
Each element Is one piece, so no 
bench labor or assembly procedures 
would be needed. 


The fastener is suitable for materials 
ranging in density from sheet metal to 
fabric sandwiches. Parts as thin as 
0.050 inch (0.127 cm) can be readily 
accommodated. 

This \Afork was done by Stanley Sokol 
of Rockwell International Corp. for 
Johnson Space Center. No further 
documentation is available. 

MSC-18097 
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Ceramic-to-Metal Vacuum Seal 

A knife-edge joint between metai and ceramic 
absorbs stress from unequai expansion and contraction. 


NASA’s Jet Propulsion Laboratory, Pasadena, California 


A knife-edge sealing technique 
forms reliable, vacuum-tight bonds 
between nriaterials having very differ- 
ent thermal-expansion characteris- 
tics, such as ceramic and Monel (or 
equivalent alloys). With conventional 
sealing techniques, such as butt-joint 
or compression seals, the bonds 
would tend to crack under severe 
temperature cycling. 

The knife-edge seal was developed 
for bonding ceramic to metal in a 
nonmagnetic package for an image- 
dissector tube. A material such as 
Kovar is usually selected for metal/ 
ceramic packages for electronic de- 
vices because the thermal expansion 
coefficient of Kovar matches that of 
ceramics such as beryllia. For these 
materials, conventional seals can be 
used because the metal and ceramic 
expand and contract together (up to 
about 700® C). However, because the 
image dissector tube had to be 
nonmagnetic. Monel alloy, which 
expands twice as fast as ceramic, was 
selected. 

The knife-edge seal is thin and 
flexible and can absorb shear, hoop, 
and bonding stresses at the joint so 
that the seal remains vacuum-tight. In 
addition, the metal cap alines itself 
with the ceramic base in the proper 
position for bonding (see figure). 



This Knife-Edge Seal between a metal 
cap and a ceramic base remains 
vacuum-tight under severe temperature 
cycling. 

To form the seal, the sealing 
surface on the ceramic is coated with 
a thin metallic layer that is braze- 
compatible with the metal cap. The 
layer can be applied by any conven- 
tional metalization process, such as 
vacuum deposition. The knife edge on 
the cap Is placed on a brazing-metal 
preform on the metalized ceramic 
base. Three tabs on the cap aline it 
with the base. The assembly is heated 
to 800® C in a wet hydrogen 


atmosphere, and the brazing metal 
joins the knife edge to the metalized 
layer of the ceramic. 

The height of the knife edge (L) is a 
critical dimension, since it must be 
large enough to yield with thermal 
stress as the package cools down 
after brazing. The minimum height 
depends on the thickness (d) of the 
knife edge and radius (r) of the cap 
and on the elastic moduli of the 
materials. For the Monel/ceramic 
combination, the minimum height is 
5 s/’ dr. For other materials, the pro- 
portionality constant might have a 
value other than 5. 

In tests, sealed packages with the 
correct knife-edge height [0.20 in. 
(0.51 cm), for a thickness of 0.011 in. 
(0.028 cm) and a radius of 0.45 In. 
(1.1 cm)] were temperature-cycled 
four times from room temperature to 
400® C at a rate of 10® C per minute. 
No stress cracks were found. For 
lower knife-edge heights, however, 
cracks appeared in the braze material 
or the ceramic. 

This work was done by Otmar H. 
Sackerlotzky of Weston Instruments, 
Inc., for NASA’s Jet Propulsion 
Laboratory. For further Information, 
Circle 3 1 on the TSP Request Card. 
NPO-13803 


Improved Method of Solar-Cell Assembly 

Transparent silicone adhesive and 
plastic covers reduce assembly costs. 


Lewis Research Center, Cleveland, Ohio 


A simple method has been devel- 
oped to bond solar-cell modules 
between a rigid or flexible base and a 
plastic protective cover. The method 
relies on using one of several com- 
merclally-available, transparent, sili- 
cone adhesives as the bonding agent. 

Prototype solar-cell modules as- 
sembled using the adhesive bonding 
process have performed well under 
long-term exposure testing. Conse- 


quently, the method offers potential 
for facilitating the assembly of large 
modules of solar cells for either space 
or terrestrial photovoltaic converter 
applications. 

The process involves spreading a 
thin layer (less than 2 to 3 mils) of 
silicone adhesive on one side of both 
the base and plastic cover to be used 
or directly on the cells. Next, a 
“solar-cell sandwich” is made by 


placing the module on the adhesive- 
covered base and covering the module 
with the adhesive-coated plastic cover 
or by placing the coated cells between 
the cover and the base. The unit is 
then placed between silicone-rubber 
sheets and held in a press under 
moderate pressure to insure complete 
contact between the various layers. 

Various materials have been used 
for bases and covers in prototype 
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module assemblies. Base materials 
have included anodized aluminum, 
fiberglass, polyimide film, and 
Formica; while plastic covers have 
been made from 2- and 5-mil fluori- 
nated ethylene propylenes and perflu- 
oroalkoxy, polyethersulfone, and poly- 
carbonate resin. 

Previous methods of solar-cell as- 
sembly required using individual 
quartz or glass covers for cell protec- 
tion. Glass covers have also been 
applied using a transparent adhesive. 
However, quartz or glass covers are 
expensive, and labor costs are high 
when cells must be covered Individu- 
ally. 

With the adhesive bonding method, 


solar-cell modules can be assembled 
easily and rapidly. Since the plastic 
covers are not applied under condi- 
tions of high temperature and pres- 
sure, no stresses are Introduced in the 
final package. Should it ever be 
necessary to repair or replace some 
part of the assembly, it may be 
possible to remove the cover without 
destroying the package since the 
adhesive remains flexible. 

This work was done by Jacob D. 
Broder, Americo F. Forestieri, and 
Joseph Mandelkorn of Lewis 
Research Center. Further informa- 
tion may be found in: 

NASA TM-X-52875 [N70-41903], 
‘Improvements in Silicon Solar Cell 


Cover glass Assembly and Packag- 
ing Using FEP Teflon,“ 

NASA TM-X-73674 [N77-26615], 
“Preliminary Results of Accelerated 
Exposure Testing of Solar Cell 
System Components/' and 
NASA TM-X-73655 [N77-22610], 
“Real Time Outdoor Exposure Test- 
ing of Solar Cell Modules and com- 
ponent Materials. “ 

Copies of these reports may be 
obtained at cost from the Technology 
Application Center, University of New 
Mexico [see page AT]. 

Inquiries concerning rights for the 
commercial use of this invention 
should be addressed to the Patent 
Counsel, Lewis Research Center [see 
page AS]. Refer to LEW-12729. 


Circuit-Lead Trimming Template 

Accurate low-cost device eliminates 
short leads on circuit cards. 


Lyndon B. Johnson Space Center, Houston, Texas 

A template for use in trimming leads 
on production wiring boards is a low- 
cost means for eliminating rejections 
for short leads and improving lead- 
length uniformity. The use of conven- 
tional spacer strips to guide an 
operator’s cutting tool often resulted in 
component leads being cut outside of 
the allowable tolerance limits. The 
spacer strip protected the lead that 
was to be trimmed from only one side 
so the cutter angle could easily vary to 
produce a slanted cut and a long or 
short lead. 

Such failures can be avoided by 
using cutting templates rather than 
spacer strips. The template, as seen 
in the figure, is simply an unclad piece 
of printed-circuit board material that is 
drilled, using the same drill control 
tape used in making the original 
production board. Any revisions in the 
component layout of the board can 
therefore be made simultaneously in 
the template. The diameter of the drill 
holes is 0.081 in. (2 mm), which is 
large enough to clear the solder fillet 
as well as the lead. The lead length is 
simply the thickness of the template 
used. 

This work was done by Kierman 
O' Farrell and Edward Winn of Sperry 
Rand Corp. for Johnson Space 
Center. No further documentation is jhe Lead-Trim Template is an exact copy of a production board, except that the 
available. holes are oversized. The template is placed over the foil side of the production 

MSC-16589 board, and all the protruding leads are cut close to the template surface. 
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Breather Cloth for Vacuum Curing 

Fine-weave textile does 
not mar smooth finishes. 


Lyndon B. Johnson Space Center, Houston, Texas 


A finely-woven nylon cloth that has 
been treated with Teflon Improves 
vacuum adhesive bonding of coatings 
to substrates. The cloth Is placed over 
a coating; and the entire assembly, 
Including the substrate, the coating, 
and the cloth, Is placed In a plastic 
vacuum bag for curing. The cloth 
allows the coating to “breathe” when 
the bag Is evacuated. Without the 
cloth, air becomes trapped between 
the coating and the bag, hampering 
the curing process. 

The cloth was developed for the 
thermal-control radiators on the 


Orbiter spacecraft. In which a sllver- 
Teflon coating Is applied to the radia- 
tor panels. In this application, the 
coating must have a smooth mirrorllke 
surface and must follow the contours 
of the radiator substrate. The breather 
cloth had a thread count In the wrap 
direction of 165 threads/ln. (65 
threads/cm) and 110 threads/in. (43 
threads/cm) In the weave direction. 
Thread thickness was 0.005 In. (0.012 
cm); the cloth area density was 
2 oz/yd2 (0.0068 g/cm2). This 
breather-cloth weave Is so fine that It 
leaves no discernible pattern on the 
surface after the bagging operation. 


Even If a mirror finish Is not re- 
quired, the fine weave Is advanta- 
geous because It Is semitransparent. 
Parts can thus be Inspected visually 
before curing to ensure that no defects 
have been Introduced In the bagging 
operation. Other possible applications 
for the cloth Include bonding film 
coatings to solar concentrators and 
collectors. 

This work was done by Madison W. 
Reed of Vought Corp. for Johnson 
Space Center. No further documen- 
tation is available. 

MSC-18063 


Books and Reports 

These reports, studies, and hand- 
books are available from NASA as 
Technical Support Packages (TSP's) 
when a Request Card number is 
cited; otherwise they are available 
from one of NASA’s Industrial 
Application Centers or the National 
Technical Information Service. 

Processing High-Strength 
steel Alloys 

Specifications for fabricating 
parts from high-strength steel 

A four-part report describes proc- 
essing procedures for high-strength 
alloy steel, suitable for use In pistons, 
piston rods, cylinder barrels, and 
other critical applications. One alloy, 
HP9-4-30 steel. Is considered; how- 
ever, the procedures should be 
relevant to the processing of other 
high-strength alloys. 

Part I of the report describes 
procedures for electroless nickel- 
plating, including surface preparation 
methods. Before plating, scale and 
oxide are removed by grit or wet 


blasting, grinding, machining, polish- 
ing, or anode pickling. For grinding, 
the parts must also be stress-relieved. 
Following these steps, the surface Is 
cleaned, using a degreaser or alkaline 
cleaner, and then It Is shot-peened 
and cleaned by glass-bead blasting 
prior to electroplating. This Is followed 
by embrittlement relief (within 4 hours 
after plating). Inspection, and storage. 

The rules for heat treatment of the 
alloy, described In part il of the report, 
require that all rough machining and 
drilling be done before heat treatment, 
leaving a minimum of 0.050 In. (1 .270 
mm) of stock on all surfaces. Specific 
heat treatments are given for process 
annealing, normalizing and tempering, 
austenitizing, and preparation for 
swaging. These treatments Include 
one or more hIgh-temperature cycles 
followed by air cooling. The correct 
temperatures, heating times, and 
oven atmospheres are discussed In 
detail. 

Machining procedures are covered 
in part III. Parts are machined using 
carbide tools, although cobalt or 
premium-grade high-speed tool steel 
Is also suitable. The report outlines a 
number of sequences to be followed 


when machining and heat-treatment 
steps are combined. In addition, 
specific machining operations such as 
cutting, turning, milling, and drilling 
are discussed. The types of tools, tool 
sharpness, speed, and tolerance con- 
siderations are all Included. Certain 
operations require the use of coolants. 

The shot-peening processes, cover- 
ed In part IV, use cast-steel shot size 
between 70 and 170. The final heat 
treatment Is completed prior to peen- 
Ing. A smooth surface finish is pre- 
pared with ail sharp corners and edges 
rounded to 0.010 to 0.01 5 In. (0.254 to 
0.381 mm). The shot must be free 
from rust, dirt, oil, and grease and 
must be preused (conditioned) to 
remove any sharp edges. All designa- 
ted areas are shot-peened 100 per- 
cent to saturation at a specific Inten- 
sity. The residue from shot-peenIng Is 
removed by glass-bead blasting at an 
Intensity below that of the peening 
operation. To Improve the finish, the 
peened surfaces may be honed or 
lapped to a specified depth. 

This work was done by Larry E. 
McKnight of Bertea Corp. for Johnson 
Space Center. To obtain a copy of the 
report, Circle 51 on the TSP Request 
Card. 

MSC-16172 
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Processing Multispectral Signals From a Discrete-Sensor Array 

Four-color multispectral camera is simpler because 
of a new technique for handling the electrical signals. 


NASA’s Jet Propulsion Laboratory, Pasadena, California 


OPTICS 

(OBJECTIVE) 



SENSOR 


ELECTRICAL 

SIGNALS 


Figure 1. The proposed Image Processing System includes a composite spectral 
filter that projects image information on a CCD array sensor for image processing. 
This arrangement simplifies the fabrication of CCD sensor array cameras by relaxing 
the precision of alinement required between the filter and the sensor. The color 
pattern of the filter is shown in the insert. 



Figure 2. A Matrix Decoding Scheme shows what can be done with the electrical 
signals that represent image information. For comparison, the dotted portion shows 
a processing flow for a monochromatic image obtained without the matrix 
encoding/decoding technique. 


A new technique for encoding and 
decoding color-image signals from an 
array of discrete sensors simplifies 
fabrication of a remote-sensing imag- 
ing system. Using “matrix encod- 
ing,” it is not necessary to precisely 
aline spectral filters with the charge- 
coupled devices (CCD) that are the 
discrete elements in the array. The 
matrix encoding technique treats the 
elements in groups of four (2x2) to 
produce an output corresponding to 
the multispectral image exposed to the 
elements. 

Each element In the group Is 
exposed to more than one spectral 
bandpass; the only alinement criterion 
is that each group of elements be 
exposed to all four of the spectral 
bands (red, blue, green, and Infra- 
red). The calibration matrix is deter- 
mined by exposing each group to one 
spectral band at a time. This matrix 
then Is used to decode the infor- 
mation. 

The proposed method uses a 
composite spectral filter (see Figure 
1 ) consisting of a periodic array of four 
spectral bandpasses. The filter is 
placed in the image plane of an 
imaging system so that each sensor 
element samples a combination of the 
four colors. Because of physical 
system constraints, a relay lens is 
used to project the filtered image onto 
a sensor located In the second image 
plane. 

In mathematical terms, each sensor 
element measures an independent 
linear combination of the four-color 
brightness when considered in groups 
of four. If the brightnesses of the four 
colors are described as red (R), green 
(G), blue (B), and infrared (IR), then 
the response (I) of a typical group of 
detectors Is given by 


l1 


R 

l2 

= M X 

G 

I3 

B 

I4 


IR 


where M Is a 4 by 4 transformation 
matrix that is determined by the 


particular pattern of the filter over the 
four sensor elements and the respon- 
sivlties of those elements. The sensor 
responses may then be converted into 
digital numbers in the same way that a 
typical CCD monochromatic image is 


encoded. From this step through 
decommutation of the imaging data In 
the ground processing, the video 
signal behaves exactly as does a 
standard monochromatic video signal. 

(continued on next page) 
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Deccxling of the four color signals 
requires knowledge of the M matrix at 
the decoding station. In general the 
colors are decoded using the matrix 
inverse of M: 


"r“ 


"ii 

G 

= M-1 X 

l 2 

B 

I 3 

JF^ 


U_ 


The M matrices are determined by 
calibration, using one color at a time. 
If the camera is exposed to a uniformly 
illuminated source with a spectral filter 
matching one of the camera pass- 
bands (e.g., red), equation 1 becomes 
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Thus, if the brightness of red is known, 
four matrix elements are determined. 
This process, which applies to each 
quadruple of picture elements, is then 
repeated with the light source filtered 
to match each of the three remaining 
spectral filters, thereby determining 
the remaining matrix elements. The M 
matrices are then Inverted to M-1 for 
decoding. 

A block diagram of the decoding 
process is shown in Figure 2. After the 
dark current is subtracted, the image 
is decoded into Its four spectral 
components. These components are 
then used individually or combined in 
numerous ways. The standard color 
product Is achieved by displaying red, 
green, and blue signals In their own 
colors. A single broadband black-and- 
white image Is achieved by summing 
the decoded color components. 


Computer Programs 

These programs may be obtained at 
very reasonable cost from COSMIC, 
a facility sponsored by NASA to 
make new programs available to the 
public. For information on program 
price, size, and availability, circle 
the reference letter on the COSMIC 
Request Card in this issue. 

Algorithms for 
Linear-Systems Control 

Optimal regulator algorithms 
for linear-quadratic controllers 
and optimal filters. 

A control-theory design package, 
“Optimal Regulator Algorithms for the 
Control of Linear Systems” (ORACLS), 
aids In the design of linear-quadratlc- 
Gaussian (LOG) controllers and op- 
timal filters. It Is applicable to systems 
that can be modeled by linear time- 
invariant differential or difference 
equations. ORACLS is a rigorous tool 
for dealing with multi-input multi-output 
dynamic systems in continuous and 
discrete forms. 

A collection of subroutines can be 
used to formulate, manipulate, and 
solve various LOG design problems. 
There is considerable flexibility at each 
operational state through the use of 
primary subroutines at four levels: 
input-output, basic vector-matrix oper- 
ations, analyses of linear time-invariant 


systems, and control synthesis based 
on LOG methodology. 

The input-output routines read and 
write numerical matrices, print heading 
information, and accumulate output In- 
formation. The basic vector-matrix op- 
erations include addition, subtraction, 
multiplication, equation, norm con- 
struction. tracing, transposition, scal- 
ing, juxtaposition, and construction of 
null and identity matrices. The analysis 
routines compute: 

• The eigenvalues and eigenvectors of 
real matrices, 

• the relative stability of a given matrix 
(matrix factorization). 

• the solution of linear constant-coef- 
ficient vector-matrix algebraic equa- 
tions. 

• the controllability properties of a 
linear time-invariant system, 

• the steady-state covariance matrix 
of an open-loop stable system forced 
by white noise, and 

• the transient response of continuous 
linear time-invariant systems. 

The control-law design routines of 
ORACLS implement some of the more 
common techniques of time-invariant 
LOG methodology. For the finite-dura- 
tion optimal linear regulator problem 
with noise-free measurements, contin- 
uous dynamics, and Integral perform- 
ance Index, a routine implements the 
negative exponential method for find- 
ing both the transient and steady-state 
solutions to the matrix RIccatl equa- 
tion. For the discrete version of this 


The amount of computer processing 
in the matrix decoding process Is not 
large in comparison to standard 
processing used on existing digital, 
remote-sensing systems. The matri- 
ces have 16 elements each, and there 
are 800x800 matrices for a total of 
about 10 million words. An existing 
system using four cameras employ 
9.6 million words per camera. 

This work was done by Johr) B. 
Wellman of Caltech for NASA’s Jet 
Propulsion Laboratory. For further 
Information, Circle 71 on the TSP 
Request Card. 

Inquiries concerning rights for the 
commercial use of this Invention 
should be addressed to the Patent 
Counsel, NASA Resident Legal 
Office-JPL [see page A8]. Refer to 
NPO-14211. 


problem, the method of backward dif- 
ferencing is applied to find the solu- 
tions to the discrete RIccatl equation. 

Another routine solves the steady- 
state Riccati equation by the Newton 
algorithms described. by Kleinman, for 
continuous problems, and by Hewer, 
for discrete problems. Still another cal- 
culates the prefilter gain to eliminate 
control-state cross-product terms in 
the quadratic performance index and 
the weighting matrices for the sam- 
pled-data optimal linear regulator 
problem. 

For cases with measurement noise, 
duality theory and optimal regulator al- 
gorithms are used to calculate solu- 
tions to the continuous and discrete 
Kalman-Bucy filter problems. Finally, 
routines are Included to Implement the 
continuous and discrete forms of the 
explicit (model-in-the-system) and im- 
plicit (model-in-the-performance-index) 
model-following theory. These latter 
routines generate linear control laws 
that cause the output of a time-invari- 
ant dynamical system to track the out- 
put of a prescribed model. 

In order to apply ORACLS. the user 
must write an executive (driver) pro- 
gram that inputs the problem coef- 
ficients, formulates and selects the 
routines to be used to solve the prob- 
lem, and specifies the desired output. 
The ORACLS routines are written in 
FORTRAN IV for batch execution and 
have been implemented on a CDC 
6000-series computer with a central 
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memory requirement of approximately 
1 3K octal of 60-bit words. 

This program was written by Ernest 
S. Armstrong of Langley Research 
Center. For further information, Circle 
M on the COSMIC Request Card. 
LAR-12313 

Multipurpose System 
Simulator 

Program compares and 
evaluates computer systems. 

The Multipurpose System Simulator 
(MPSS) was developed to evaluate the 
relative performance of competitive 
computer systems and to isolate areas 
for enhancement in existing or pro- 
posed systems. The model can simu- 
late multiple central-processing-unit 
(CPU) interactive systems. Each sys- 
tem to be studied must be described by 
a hardware configuration, a data load, 
and the set of associated software to 
be processed by each computer CPU. 

The model simulates the operation 
of the specified computer system and 
provides performance measures for 
the given data load. The resulting mea- 
sures from various proposed systems 
can then be compared to determine 
which system best satisfies a given set 
of requirements. After a particular sys- 
tem Is selected, the model can be used 
to monitor the projected performance 
of the evolving hardware and software 
structure. 

The model is propagated on a time- 
step basis. Data blocks arriving from 
outside the system are scheduled In 
bursts for entry Into the simulated sys- 
tem. Data blocks transferred between 
CPU's are dynamically entered into the 
appropriate queue at the simulated 
time they are sent plus an I/O handling 
time. When software is executed in an 
Interruptible mode, explicit task 
queues are modeled to treat data-block 
and software-module tasks. Software 
modules of the appropriate priority are 
handled in a fIrst-in/first-out manner 
within each queue. 

The model input consists of CPU, 
memory peripheral device (PER), and 
communications-llne and bus-hard- 
ware characteristics and linkages. It al- 
so includes simulated data-block types 
and system arrival rates (constant. 


periodic, or Poisson probabilistic op- 
tions) and associated executable se- 
quences of software modules for each 
data-block type. For each type of simu- 
lated software module, specifications 
of its number of effective instructions, 
priority, and detailed PER utilization 
are declared. The performance param- 
eters measured by the model Include 
CPU processing and idle times, data- 
block backlogs, data-block response 
times, individual software-module re- 
sponse times, communications-line us- 
age. and statistics on PER utilization 
and contention. 

The program Is written in FORTRAN 
IV for the IBM FORTRAN H compiler 
and IBM OS Assembler for execution in 
the batch mode. This program has 
been implemented on an IBM 360- 
series computer with a central memory 
requirement of approximately 350K of 
8-blt bytes. 

This program was written by C.A. 
Packard of Goddard Space Flight 
Center. For further information, Circle 
N on the COSMIC Request Card. 
GSC-12333 

Plotting Shear-Flow Forces 

Force on quadrilateral panels 
presented on CRT 

Structural analysts can use a new 
computer program to study the shear- 
flow and in-plane forces characteristic 
of quadrilateral panels subjected to 
different loading conditions. The digi- 
tal outputs are presented for engi- 
neers and management, with various 
options to allow the bulk of the data to 
be analyzed quickly. Shear-flow and 
normal forces for the quadrilateral 
elements in a finite-element model are 
provided as CRT plots. 

The program acts as a post- 
processor of finite-element structural 
analysis programs. The required in- 
puts include shear flows, normal 
forces, group-element selection, 
load-case selection, topology, coordi- 
nates, and projected-vlew option. The 
panels to be plotted may be quadri- 
lateral elements or panels made up of 
two or three triangular membrane 
elements. There may even be two 
sets of overlapping triangular ele- 
ments to take out the stiffness-bias 
characteristics. 


The program reads in the control 
cards and any other option cards as 
dictated by the control cards. To 
insure that the correct types of data 
are processed and that there are 
headers for printout purposes, an 
error-checking procedure is included. 
Data are expected to be in the 
COMBINE format. After the data have 
been recovered and checked, the 
desired CRT plots are produced. The 
program can plot up to nine panels per 
frame. 

This program is written in 
FORTRAN IV for interactive execution 
and has been Implemented on an IBM 
370 with a central memory require- 
ment of approximately 90K of 8-bit 
bytes. The program requires a load 
library that is supplied as an IBM 
lEHMOVE unloaded partitioned data 
set. An Interactive graphics CRT is 
required. 

This program was written by Tetsuo 
Furuike and Jack C. Long of Rockwell 
International Corp. for Johnson 
Space Center. For further informa- 
rion, Circle p on the COSMIC 
Request Card. 

MSC-18013 

Spares-Optimized Model 

Forecasts of required 
quantities and costs 

A computerized spares optimiza- 
tion for the Space Shuttle Project 
comprises an analytical process for 
developing spares quantification and 
budget forecasts. The model, which 
assesses the risk associated with the 
recommended spares quantities, is 
an economical way to determine the 
best mix of a large number of spare 
types. 

Marginal analysis techniques are 
used to compute an optimum mix of 
spare units that will maximize the 
probability of spares sufficiency per 
unit cost within a subsystem budget 
constraint or a subsystem probability 
of spares sufficiency constraint. Addi- 
tional support-function measurements 
related to the identified spares are 
also provided. 

The “sparing concept” on which 
the model Is based Is that when a line- 
replaceable unit fails, it is necessary 
to remove that unit, replace it with a 
(continued on next page) 
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spare from inventory, and send the 
"failed” unit to a repair facility. For 
each line-replaceable unit Installed on 
a vehicle, a number of spares will be 
in the process of being routed to a 
repair facility, being repaired at the 
facility, enroute to inventory, or 
available In Inventory. 

If a spare is available in inventory 
when a demand is made, the demand 
is flHed immediately: if not, a back- 
order is generated, and a waiting time 
ensues until a spare is available. A 
limitation of the model is that spares 
are single-indentured only; that is, 
spares are optimized individually but 
not jointly. The model uses Poisson’s 
exponential binomial limit theorem to 
compute the probability of spares 
sufficiency. 

The punched-card Input to this 
program includes: 

•program data, such as title and run 
Identification, and operating param- 
eters, 

•subsystem data, such as subsystem 
title, budget constraint in dollars, 
and probability of sufficiency con- 
straint, and 

•spares data, such as part number, 
nomenclature, expected Issue rate, 
maintenance correction factor, con- 
demnation rate, unit cost, pipeline 
time, minimum quantity, and quan- 
tity per vehicle. 

The outputs of the model are 11 
reports, including cost, quantity, and 
waiting time for spares; a summary of 
subsystem requirements; and graphic 
output of points used to plot the curve 
of cost versus probability of suffi- 
ciency. Plotting capabilities are re- 
quired In order to produce the 
graphical outputs directly. 

The program is written in FORTRAN 


IV for execution in the batch mode on 
an IBM 360/370-serles computer 
under OS with a central memory 
requirement of approximately 400K of 
8-bit bytes. The program requires a 
load library that is included in IBM 
lEHMOVE format. 

This program was written by Alan 
W. Cain and Robert E. Paulin of 
Rockwell International Corp. for 
Johnson Space Center. For further 
information. Circle R on the COSMIC 
Request Card. 

MSC-18015 

A Parameter-Estimation 
Subroutine Package 

Streamlined subroutines for 
parameter estimation and 
filtering 

This estimation subroutine package 
comprises fast, efficient, and simple 
least-squares data-processing algo- 
rithms for use In orbit determination 
and related analyses. Very reliable 
and general algorithms have been 
documented in such works as 
"Solving Least Squares Problems” by 
Lawson and Hanson. It has been 
found that, except for pathological 
cases, one can streamline the least- 
square algorithm codes with a signifi- 
cant reduction of core requirements 
and computation time. This package 
contains a collection of streamlined 
subroutines that can be used to solve 
a large variety of parameter-estima- 
tion and filtering problems. Special 
routines are included for problems 
with colored process noise and co- 
variance (factor) mapping. 

The subroutines are based on 


algorithms that, for the most part. 
Involve triangular and/or symmetric 
matrices. To reduce storage require- 
ments, matrices are stored in vector 
form. The user has little direct contact 
with the vector-subscripting algo- 
rithms and may input and output all 
matrices In full matrix format. 

Subroutine matrix calculations 
available include: computation of 
updated U-D factors corresponding to 
a rank one modification; permutation 
of the rows and columns of a matrix; 
replacement of a positive semidefinite 
matrix by its upper (or lower) Cholesky 
factor; computation of the inverse of 
an upper triangular vector stored 
matrix; combination of an upper 
triangular vector stored matrix with a 
rectangular doubly-subscripted matrix 
by means of Householder orthogonal 
transformations; computation of up- 
dated U-D covariance factors and 
estimates from an a priori estimate 
and measurement; and weighted 
Gram-Schmidt matrix trlangular- 
ization. 

There are 31 subroutines, written In 
FORTRAN IV, which have been 
thoroughly documented and tested. 
The system has been Implemented on 
a UNIVAC 1100-series computer 
under control of EXEC 8. The sub- 
routines are generally portable, with 
the exception of several FORMAT- 
statenient-related and @-"comment”- 
symbol UNIVAC-dependent anom- 
alies. 

This program was written by Gerald 
J. Bierman and Melba W. Nead of 
Caltech for NASA’s Jet Propulsion 
Laboratory. For further information, 
Circle S on the COSMIC Request 
Card. 

NPO- 14263 
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Welding fixture for thin metal parts 

psge444 GSC-12318 

ELECTRODES 

Resterillzable electrode for electrosurgery 
page 389 HQN-10915 

aECTROMYOGRAPHY 

Wideband EMG telemetry system 

page394 ARC-11209 

ELECTRONIC CONTROL 
Simple digital pulse-programing circuit 
page 321 NPO-13747 

EMBRITTLEMENT 

Embrittlementproof nickel-alloy bellows 
page 367 MFS-19331 

ENERGY CONVERSION 
Energy conversion alternatives study 
page353 LEW-13096 

ENERGY CONVERSION EFROENCY 
Improved efficiency for electric motors and 
generators 

page 325 MFS-23828 

EPOXY RESINS 

Low-cost graphite/ epoxy structural panels 
page 443 MFS-23871 

ETCHING 

Thin si i icon-solar-cel I fabrication 

page 350 NPO-14047 

EXHAUST GASES 

Oxygen and nitrogen Raman spectra 
page377 LEW-12849 


FAILURE MOOES 

Detecting senro failures with software 
page 415 

FASTENERS 

Antibackoff lock for nuts and bolts 
page 425 

Fastener for thin, fragile materials 
page 451 MSC-18097 

Quick-locking/ unlocking retainer 

page 424 MSC-18048 

FEEDBACK CONTROL 

Automatic load sharing In inverter modules 

page 324 NPO-14056 

Shaft speed control 

page 349 NPO-14170 

RBER OPTICS 
Improved Interleaving device 
page344 QSC-12111 

RRE EXTINGUISHERS 
Penetrating fire extinguisher 
page 416 KSC-11064 


FRC-11003 

MSC-16472 


RRE PREVENTION 
Directory of fire research specialists 
page417 LEW-13123 

RREPROOFING 

Rre-retardant covering for small containers 
page 372 ARC-11104 

Rre-retardant lightweight composite 

page 373 ARC-10913 

RRSTAID 

Toxic substances handbook 
page 376 

FLOW MEASUREMENT 
Orifice calibration module 
page 412 

“Peudobackscatter" laser velocimeter 

page 343 ARC-10970 

Static-pressure probe for small geometries 
page414 LAR-11552 

FLUID TRANSMISSION UNES 
Lines, bellows, flexible hoses, and filters 
page 438 LEW-13075 

FOAMS 

Fire-retardant lightweight composite 
pe«e373 ARC-10913 

FORCE DISTRIBUTION 
Rotting shear-flow forces 
page459 MSC-18013 

FREQUENCY SHIFT KEYING 
Simulating OQASK by using MSK 
page331 NPO-13896 

FRICTION REDUCTION 
Gas-path seal material 

page 366 LEW^12623 

FUEL CELLS 

Energy conversion alternatives study 

page 353 LEW-13096 

FUEL VALVES 

Low-leakage low-temperature valve 

page 435 MSO18067 

FUELS 

Coal liquefaction to increase jet fuel production 
page 362 LAR-12038 

FUNCTION GENERATORS 
Three-function signal generator 
page 328 MSC-16672 

FURNACES 

High-gradient continuous-casting furnace 
page441 LEW^12934 


LEW^13124 

LAR-12209 


GAIN 

Automatic-gain balancing circuit 

page319 LAR-12074 

GARMENTS 

Automated controller for liquid-cooled garments 
page 385 MSC-18055 

GAS BEARINGS 
Improved gas thrust bearings 
page428 LEW^12569 

GAS TEMPERATURE 
High-temperature microphone system 
page 405 LAR-12375 

Standardized gas-temperature probes 
page411 LEW-13069 

GASKETS 

Ceramio-to-metal vacuum seal 

page 452 NPO-13803 

GEOLOGY 

Mounting procedure for geological samples 
page 351 MSC-18206 

GLASS RBER RBNFORCED PLASTICS 
Heat-resistant nontoxic composite laminate 
page 374 ARC-11040 

GRAPHITE 

Effects of moisture on graphite/ epoxy composites 
page 377 MSC-18045 
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Low-cost graphite/ epoxy structural panels 
page 443 MFS-23871 


HARNESSES 

Spring control of wire harness loops 
page 426 MS018246 

HEARING 

Implantable digital hearing aid 
page3S1 KSC-11000 

HEAT FLUX 

Estimating regional heat flux from scanning 
radiometer data 

page 353 LAR-12158 

HEAT PIPES 
Improved heat-pipe wick 

page403 NPO-13391 

Modular heat-pipe-radiator panel 
page 362 MSC-16625 

HEAT TREATMENT 
Processing high-strength steel alloys 
page454 MSC-16172 

HEUCOPTERS 

Predicting rotor rotation noise 
page 420 LAR-12096 

HIGH PRESSURE 

High-pressure cryogenic cylinder seal 
page 436 MFS-19335 

HOLDERS 

Holding fixture for variable-contour parts 
page 445 MSC-16270 

HOLOGRAPHY 

Measuring surface displacements optically 
page 346 MFS-23861 

HOSES 

Lines, bellows, flexible hoses, and filters 
page 438 LEV\F13075 

HOT WATER 

Solar-powered hot-water system 
page 349 NPO-14270 

HYDRAUUC BXJIPMENT 
Detecting servo failures v^th software 
page415 FRC-11003 


IMPLANTATION 

Biocompatibility of surgical implants 

page 387 NPO-14291 

IMPLANTED ELECTRODES 
Improved myocardium transducer 
page 391 NPO-14107 

IN-FLIGHT MONITORING 
Microprocessor-based cardiopulmonary monitor 
page 388 MSC-18235 

INDICATING INSTRUMENTS 
Noncontacting valve-position indicator 
page 427 MSC-16048 

INDOMETHAaN 

Antihistamines reduce ulceration produced by 
indomethacin 

page 386 ARC-11118 

INFORMATION RETRIEVAL 
Medical information management system 
page 396 GSC-12078 

INORGANIC PEROXIDES 
Eoorxxnical synthesis of potassium superoxide 
page 371 ARC-10992 

INSULATION 

Insulator for cryogenic Joints 
page 435 MFS-19361 

INTERFACES 

28-blt serial word simulator/ monitor 

page 338 MSC-16418 


INTERRUPTION 
Automatic circuit interrupter 
page 322 MSC-16697 

INVENTORY MANAGEMENT 
Spares-optimization model 
page459 MSC-18015 

INVERTERS 

Automatic load sharing In inverter modules 
page 324 NPO-14056 

Improved interleaving device 
page344 GSC-12111 

ION BEAMS 

Biomedical applications of iorvbeam technology 
page382 LEW^12807 

Ion-beam texturing of materials 
page 374 LEW-12996 

IRON COMPOUNDS 

Coal desulfurization with iron pentacarbonyi 
page 361 NPO-14272 


JET ENGINE FUELS 

Coal liquefaction to increase jet fuel production 
page 362 LAR-12038 

JIGS 

Wielding fixture for thin metal parts 

page444 GSC-12318 

JOINTS [JUNCTIONS] 

Insulator for cryogenic joints 

page 435 MFS-19361 

Quick-connect threaded attachment joint 
page430 LAR-12232 


LABORATORY EQUIPMENT 
Retainer for laboratory animals 
page 390 LAR-12353 

LAMINATES 

R re-retardant lightweight composite 

page 373 ARC-10913 

Heat-resistant nontoxic composite laminate 
pege374 ARC-11040 

LASER CAVITIES 

Commor>-cavity pumped laser 

page 345 GSC-12237 

LASER DOPPLER VELOO METERS 
"Pseudobackscatter*’ laser veiocimeter 
page 343 ARC-10970 

LASERS 

Common-cavity pumped laser 

page346 GSC-12237 

Wcuunvultraviolet laser uses superfluid helium 
page 348 NPO-13993 

UNEAR SYSTEMS 

Algorithms for linear-systems control 

page 458 LAR-12313 

□QUID COOLING 

Automated controller for liquid-cooled garments 
page 385 MSC-18055 

□QUID HEUUM 

Vacuum-ultraviolet laser uses superfiuid helium 
page 348 NPO-13993 

LOGIC aRCurrs 
Improved interleaving device 
page344 GSC-12111 


MAPPING 

Ocean-wave ray or crest diagrams In shoaling 
waters 

page 357 LAR-12380 

MASERS 

Ruby C-axis alinement system 
page 401 NPO-14252 

Vacuum leadthrough for hydrogen maser 
page 437 NPO-14148 

MECHANICAL SHOCK 
Shock during PIND test frees particles 
page 409 MFS-23829 

MEDICAL SERVICES 
Medical information management system 
page 396 GSC-12078 

METAL JOINTS 

Reducing weld peaking In aluminum 
page 448 MFS-23973 

METAL OXIDE SEMICONDUCTORS 
CMOS-array desigrvautomatlon techniques 
page 332 MFS-23762 

MICROPHONES 

High-temperature microphone system 
page 406 LAR-12375 

MICROWAVES 

Microwave-beam safety subsystem 
page 340 NPO-14229 

MINING 

Coal mining with a liquid solvent 

page 364 NPO-14028 

Improved nucleonic coal-thickness monitor 
page 363 MFS-23725 

MODAL RESPONSE 

Calculation of planar-truss modal frequencies 
page 404 LAR-12137 

MODULATION 

Simulating OQASK by using MSK 
page 331 NPO-13896 

MODULATORS 

Modulation improves eiectro-optic object detector 
pe«e402 MFS-23776 


MOISTURE CONTENT 

Effects of rrx>isture on graphite/ epoxy composites 
page 377 MSC-18045 

MONITORS 

Remotely-powered intracranial pressure monitor 
page 381 ARO11120 

28-blt serial word simulator/ monitor 
page 338 MSC-16418 

MOTORS 

Bectric and hybrid vehicles 

page437 LEW^13077 

Improved efficiency for electric motors af>d 
generators 

page 325 MFS-2382B 

MOUNTING 

Mounting procedure for geological samples 
page 361 MSC-18206 

MUSCULAR FUNCTION 

Wideband EMG telemetry system 

page394 ARC-11209 

MYOCARDIUM 

Improved myocardium transducer 

page 391 NPO-14107 


MACHINING 

Holding fixture for variable-contour parts 
page 446 MSC-16270 

Processing high-strength steel alloys 
page 454 MSC-16172 

MANIPULATORS 

Simulator for training renxXe-maviipulator 
operators 

page 431 MSC-14921 


NACELLES 

Nacelle incremental drag 

page417 LEW^12786 

NICKEL ALLOYS 

Embrittlementproof nickel-alloy bellows 
page 367 MFS-19331 

NITROGEN DIOXIDE 

NO 2 measurement by chemiluminescerxse 
page407 LAR-11378 
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NOISE MEASUREMENT 
Calibraticxi standards for FIND tests 
page 406 MS018169 

Predicting rotor rotation noise 

page 420 LAR-12096 

Shock during FIND test frees particles 

page 409 MF&23829 

NONFLAMMABLE MATERIALS 

Heat-resistant nontoxic composite laminate 
page 374 ARC-11040 

NUCLEONICS 

Improved nucleonic coal-thickness rrx>nitor 
page 363 MFS-2372S 

NUMERICAL ANALYSIS 
Analysis of beam columns 
page 418 MSC-18009 

NUTATION 

Improved nutation controller 

page 404 QSC-12273 

NUTS [FASTENERS] 

Antibackoff lock for nuts and bolts 

page 425 MSC-16472 


OCEANOGRAPHY 

Ocean-wave ray or crest diagrams in shoaling 

LAR-12380 

OPTICAL aRCurrs 
Improved interleaving device 
page344 QSC-12111 

OPTICAL COMMUNICATION 
Noncorrtact optical communication between 
nrxwing stations 

page 399 LAR-12283 

OPTICAL MEASUREMENT 
Measuring surface displacements optically 
page 346 MFS-23861 

OPTICAL PUMRNQ 
Commorvcavity pumped laser 
page 345 GSC-12237 

ORIRCE FLOW 
Orifice calibration module 
page412 LAR-12269 

ORTHOTRORC PLATES 
Analyses of cracked orthotropic sheets 
page 420 LAR-122B8 

OVENS 

Temperature-gradient oven 

page 409 MFS-23919 

OXYGEN PRODUCTION 

Economical synthesis of potassium superoxide . 
page 371 ARC-10992 


PANELS 

High-structural-efficierKy lattice par>els 
p^442 LAR-11896 

PARABOUC ANTENNAS 

Optimizing multisiot feeds for refiecting antennas 
page 337 NPO-14064 

PARAMETERIZATION 

A parameter-estimation subroutine package 
page 460 NPO-14263 

PARTICLES 

Calibration standards for PINO tests 

page406 MSC-18169 

Shock during PINO test frees particles 

page 409 MFS-23829 

PERFORMANCE TESTS 
Evaluation of an air soiar collector 
page 356 MFS-23978 

Indoor tests of a hot-air solar collector 

page 356 MFS-23954 

Outdoor tests of a liquid soiar collector 

page 357 MFS-23966 


Rsrformance evaluation of an air solar collector 
page 356 MFS-23968 

PHASE SHIFT ORCUITS 
Phase-shift array, arbitrary and continuous 
through 360® 

page 330 LAR-12272 

PHOTOGRAPHIC RECORDING 

Z-axis control loop for cathode-ray tubes 

page 327 NPO-13775 

PHOTOVOLTAIC CELLS 
Improved method of solar-cell assembly 
page 452 LEW-12729 

Photovoltaic systems test facility 

page 400 LEW-13073 

Rower loss for high-voltage solar-cell arrays 
page 357 LEW-12065 

Terrestrial photovoltaic measurements 

page 331 LEW-13057 

REZOELECTRIC TRANSDUCERS 
A solid-state phase-insensitive ultrasonic 
transducer 

page406 LAR-12304 

RPES [TUBES] 

Device for pinching off metal tubes 

page 426 GSC-12274 

Quick-connect threaded attachment joint 
page 430 LAR-12232 

RSTONS 

High-pressure cryogenic cylinder seal 

page 436 MFS-19335 

PLANTS [BOTANY] 

Chemical agent boosts natural-rubber output 
page 376 NPO-14185 

PLOTTING 

Rotting shear-flow forces 

page459 MSC-18013 

POISSON RATIO 

Measuring Poisson’s ration In elastomers 
page 406 MFS-23878 

POLLUTION 

Automated syringe sampler 

page393 LAR-12306 

POLYISOPRENES 

Chemical agent boosts natural-rubber output 
page 376 NPO-14185 

POLYMER CHEMISTRY 

Predicting structures of cross-linked condensation 
polymers 

page 370 NPO-14007 

POLYURETHANE FOAM 
insulator for cryogenic joints 
page 435 MFS-19361 

POTASSIUM COMPOUNDS 
Ecorxxnical synthesis of potassium superoxide 
page 371 ARC-10992 

POTTING 

No-warp potted circuits 
page 450 

POWER UNES 
Power-switch dV/dt sensing 
page 329 

POWER SUPPLY CIRCUITS 
Automatic load sharing in inverter nxxlules 
page 324 NPO-14066 

PRESSURE MEASUREMENTS 
High-temperature microphone system 
page 405 LAR-12375 

PRESSURE SENSORS 

Bectronically-scanned pressure measurement 
system 

page413 LAR-12386 

High-temperature capacitive pressure transducer 
page 416 LEW^13078 

Remotely-powered intracranial pressure monitor 
page381 ARC-11120 


MSC-19729 

MSC-16707 


Static-pressure probe for small geometries 
page414 LAR-11552 

PRINTED aRCUITS 
Lead-trimming template 

page 453 MSC-16589 

PROBES 

Standardized gas-temperature probes 

page 411 LEW-13059 

PROSTHETIC DEVICES 

Biomedical application for ion-beam technology 
page 382 LEW-12807 

PULMONARY FUNCTIONS 
Microprocessor-based cardiopulrTX)nary rrxxiltor 
page 388 MSG-18235 

PULSE GENERATORS 
Simple digital pulse-programing circuit 
page 321 NPO-13747 

PULSE MODULATION 

Noncontact optical communication between 
nrx)ving stations 

page 399 LAR-12283 

PUMPS 

Soiar-powered hot-water system 

page 349 NPO-14270 

PURIRCATION 
Air-purification system 

page 368 ARC-10675 


RADIATION PROTECTION 
Microwavebeam safety subsystem 
page 340 NPO-14229 

RADIOMETERS 

Cosine-corrected diffusing element 

page 347 NPO-14288 

Estimating regional heat flux from scanning 
radiometer data 

page 353 LAR-12158 


RAMAN SPECTRA 

Oxygen and nitrogen Raman spectra 

page 377 LEW-12849 

RECORDS 

Medical information management system 
pag396 GSC-12078 

REMOTE HANDLING 

Simulator for training rennote-manipulator 
operators 

page431 MSC-14921 

REMOTE SENSORS 

Automated syringe sampler 

page393 LAR-12306 

RETAINING 

Quick-locking/ unlocking retainer 

page 424 MSC-18048 

Retainer for laboratory animals 

page 390 LAR-12353 

RIVETS 

Fastener for thin, fragile materials 

page 451 MSC-18097 

Riveting-force gage 

page 448 NPO-13477 

ROTARY STABILITY 
Improved nutation controller 
page 404 

ROTORS 

Predicting rotor rotation noise 
page 420 


GSC-12273 

LAR-12096 


RUBBER 

Chemical agent boosts natural-rubber output 
page376 NPO-14185 


RUBY 

Ruby C-axis alinement system 

page 401 NPO-14252 
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SAFETY 

Microwave^beeun safety subsystem 

page340 NP014229 

SAFETY DEVICES 
Penetrating fire extinguisher 
page 416 KSO11064 

SAFETY MANAGEMENT 
Directory of fire research specialists 
page417 LEW-13123 

Toxic substances handbook 

page 376 LEW-13124 

SAMPUNQ DEVICES 
Automated syringe sampler 
page393 LAR-12306 

SEAUNQ 

Device for pinching off metal tubes 

page 426 GS012274 

SEALS [STOPPERS] 

Qas>path seal material 

page 366 LEW-12623 

High-pressure cryogenic cyciinder seal 

page 436 MFS-19336 

SEMICONDUCTOR DEVICES 
Zone-refining encapsulated semiconductors 
page 369 MFS-23902 

SENSORS 

Processing color signals from a discrete-sensor 
array 

page467 NPO-14211 

SERVOCONTROL 

Detecting servo failures with software 

page 415 FRC-11003 

SHAFTS 

Shaft speed control 

page349 NPO-14170 

SHEAR FLOW 
Rotting shear-flow forces 
page 459 MSC-18013 

SIGNAL GENERATORS 
Three-function signal generator 
page 328 MSC-16672 

SIGNAL TRANSMISSION 
Simulating OQASK by using MSK 
page331 NPO-13896 

SlUCON 

Process for growing thin polished silicon sheets 
page 449 NPO-14172 

SIMULATION 

Multipurpose system simulator 

page 459 GSC-12333 

SIMULATORS 

Simulator for training remote-manipulator 
operators 

page 431 MSC-14921 

2B-bit serial word simulator/ nxxiitor 

page 338 MSC-16418 

SKIN [ANATOMY] 

Sweat collection capsule 

page387 ARC-11031 

SUONG 

Cleaving device for “soft” crystals 

page 366 GSC-12291 

SOLAR CELLS 

Improved method of solar-ceil assembly 
P8«e452 LEW^12729 

Photovoltaic systems test facility 

page 400 LEW-13073 

Power loss for high-voltage soiar-celi arrays 
page367 LEW-12865 

Terrestrial photovoltaic measurements 

page 331 LEW-13067 

Thin silioorvaolar-ceii fabrication 

page 360 NPO-14047 


SOLAR COLLECTORS 
Air-type flat-plate solar collector — 
design package 

page 335 MFS-23941 

Evaluation of an air solar collector 

page 356 MFS-23978 

Indoor tests of a hot-air solar collector 

page 356 MFS-23954 

Natural-oxide solar-collector coatings 

page 350 MFS-2351 8 

Outdoor tests of a liquid solar collector 

page 357 MFS-23966 

Performance evaluation of an air solar collector 
page 366 MFS-23968 

SOLAR ELECTRIC PROPULSION 
Solar-electric geocentric transfer 
page 419 LEW-12939 

SOLAR ENERGY 

Air-type flat-plate solar collector — 
design package 

page 356 MFS-23941 

Evaluation of an air solar collector 

page 356 MFS-23978 

Indoor tests of a hot-air solar collector 

page 366 MFS-23964 

Natural-oxide solar-col lector coatings 

page 350 MFS-2351 8 

Outdoor tests of a liquid solar collector 

page 357 MFS-23969 

Performance evaluation of an air solar collector 
page 356 MFS-23968 

Power loss for high-voltage solar-ceil arrays 
page 367 LEW-12866 

Problems encountered in solar heating and 
cooling systems 

page 354 MFS-23974 

Prototype residential solar-er)ergy system — 
design package 

page 355 MFS-23953 

Prototype residential solar-energy system — 
installation package 

page 356 MFS-23966 

Solar-powered hot-water system 

page 349 NPO-14270 

Terrestrial photovoltaic measurements 
page331 LEW-13067 

Thin siiioorvsolar-ceil fabrication 

page 350 NPO-14047 

SOLAR FLUX DENSITY 
Terrestrial photovoltaic measurements 
page 331 LEW-13067 

SOLAR HEATING 

Problems encountered in solar heating and 
cooling systems 

page 354 MFS-23974 

Prototype residential solar-energy system — 
design package 

page 356 MFS-23953 

Prototype residential solar-energy system — 
installation package 

page 355 MFS-23966 

SOLENOID VALVES 
Latching solenoid for cryogenic valves 
page434 MSC-18106 

SOLVENT EXTRACTION 
Coal mining with a liquid solvent 
page 364 NPO-14026 

SPARE PARTS 

Sparee-optimization model 

page459 MSC-18015 

SPEOMENS 

Retainer for laboratory animals 

page390 LAR-12363 


Oxygen and nitrogen Raman spectra 


page 377 

LEW^12849 

SPECTROMETERS 


Automatic-gain balancing circuit 


page 319 

LAR-12074 

SPECTRORADIOMETERS 


Cosine<xxrscted diffusing element 


page 347 

NPO-142B8 

SPEED CONTROL 


Shaft speed control 


page 349 

NPO-14170 

SPRINGS [ELASTIC] 


Spring control of wire harness loops 


page 426 

MSC-18246 

SPUTTERING 


Biomedical applications of ion-beam technology 

page 382 

LEW^12807 

Ion-beam texturing of materials 


page 374 

LEW^12996 

STABILIZATION 


Improved nutation controller 


page 404 

GSC-12273 

STEELS 


Processing high-strength steel alloys 


page 454 

MSC-16172 

STERIUZATION 


Rested lizable electrode for electrosurgery 

page 389 

HQN-10915 

SURFACE RNISHING 


Biomedical applications of iorvbeam technology 

page 382 

LEW^12B07 

Breather doth for vacuum curing 


page 454 

MSC-18063 

Ion-beam texturing of materials 


page 374 

LEW-12996 

Process for growing thin polished silicon sheets 

page 449 

NPO-14172 

SURFACE PROPERTIES 


Measuring surface displacements optically 

page 346 

MFS-23861 

SURGERY 


Biocompatibility of surgical implants 


page 387 

NPO-14291 

SURGICAL INSTRUMENTS 


Resterilizabie electrode for electrosurgery 

page 389 

HQN-10915 

SWAGING 


Riveting-force gage 


page 448 

NPO-13477 

SWEAT 


Sweat collection capsule 


page 387 

ARC-11031 

SWITCHES 


Easily-wired toggle switch 


page 323 

MSC-18102 

SWITCHING 


Automatic circuit interrupter 


page 322 

MSC-16097 

SWITCHING aRCUITS 


High-speed, high-power, switching transistor 

page 320 

LEW-13021 

improved driver for capacitive loads 


page 326 

LAR-11609 

Phase-shift array, arbitrary and continuous 

through 36Cf 


page 330 

LAR-12272 

Powsr-switch dV/dt sensing 


page 329 

MSC-16707 

SYSTEMS ANALYSIS 


Multipurpose system simulator 


page 459 

QSC-12333 
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TEMPERATURE CONTROL 
Automated oontroller for liquid-cooled garments 
page 385 MSC-18066 

Automated temperature-cycling apparatus 
page 410 LAR-12310 

Modular heat-pipe-radiator panel 

page 352 MSC-1662S 

Prototype residential solar-energy system — 
design package 

page 355 MFS-23953 

Prototype residentlaJ solar-energy system — 
Installation package 
page 355 

Temperature-gradient oven 
page 409 

TEMPERATURE GRADIENTS 
Temperature-gradient oven 
page 409 

TEMPLATES 
Lead-trimming template 
page 453 
TEST CHAMBERS 

Automated temperature-cycling apparatus 
page410 LAR-12310 

TEST FACIUT1ES 
Photovoltaic systems test facility 
page 400 LEW^13073 

THICKNESS 

Improved nucleonic coal-thickness rTX>nltor 
page 363 MFS-23725 

THRUST BEARINGS 
Improved gas thrust bearings 

LEW-12560 


LEW-13124 


MFS-23956 


MFS-23919 


MFS-23919 


MSC-16589 


TOXICITY 

Toxic substances handbook 
page 376 

TRANSDUCERS 

A solid-state phase-insensitive ultrasonic 
transducer 

pege406 LAR-12304 


Electronically-scanned pressure measurement 
system 

page413 LAR-12386 

High-temperature capacitive pressure transducer 
page 416 LEW^13078 


High-temperature microphone system 

page 405 LAR-12375 

Improved myocardium transducer 

page 391 NPO-14107 

Noncontacting valve-position indicator 

page 427 MSC-16048 

TRUSSES 

Calculation of pianar-truss modal frequerx:ies 
page 404 LAR-12137 

TUBING 

Device for pinching off metal tubes 

page426 GSC-12274 


ULCERS 

Antihistamines reduce ulceration produced by 
indomethacin 

page386 ARC-11118 

ULTRASONIC WAVE TRANSDUCERS 
A solid-state phase-insensitive ultrasonic 
transducer 

page 406 LAR-12304 

ULTRAVIOLET RADIATION 
Vacuum-ultraviolet laser uses superfluid helium 
psge348 NPO-13993 

UNIONS [CONNECTORS] 

Vacuum leadthrough for hydrogen maser 
page 437 NPO-14148 


VACUUM APPARATUS 

Vacuum leadthrough for hydrogen maser 
page 437 NPO-14148 

VALVES 

Latching solenoid for cryogenic valves 
page434 MSC-18106 

Low-leakage low-temperature valve 

page 435 MSC-18067 

Noncontacting valve-position Indicator 

page 427 MSC-16048 

VEHICLES 

Coupler for moving vehicles 

page 423 GSC-12322 


VELOCITY MEASUREMENT 
“Pseudobackscatter" laser velocimeter 
page 343 ARC-10970 

VOLTAGE GENERATORS 
Three-function signal generator 
page 328 MSC-16672 

VOLTAGE REGULATORS 
Power-swtich dV/dt sensing 
page 329 MSC-16707 


WELDING 


Reducing weld peaking in aluminum 
page 448 

MFS-23973 

Welding fixture for thin metal parts 
page 444 

GSC-12318 

WICKS 

Improved heat-pipe wick 
page 403 

NPO-13391 

WINGS 

Wing aerodynamics under blowing jets 
page418 LAR-12256 

WIRING 

Easily-wired toggle switch 
page 323 

MSC-18102 

Spring control of wire harness loops 
page 426 

MSC-18246 

WARPAGE 

No-warp potted circuits 
page 450 

MSC-19729 

WASHERS [SPACERS] 

Anti backoff lock for nuts and bolts 
page 425 

MSC-16472 

WATER WAVES 

Ocean-wave ray or crest diagrams in shoaling 
waters 

page357 LAR-12380 

WEATHER DATA RECORDER 
Portable data system 
page 339 

ARC-11136 


ZONE MELTING 

Zone-refining encapsulated semiconductors 
page 369 MFS-23902 
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The exits of Boston's Exeter Street Theater are lighted by multimode electronic lights, commercial spinoffs 
from a lighting system developed for the Apollo and Skylab manned spacecraft. These compact, lightweight, 
multimode lights are very reliable. 



